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lighting design: Grenald Associates 


9000 NIGHTWASH 


Wide, even light finds new shapes іп the night time landscape 


Hydrel's 9000 Series ingrade up lights illuminate 
the walls at the new Citadel retail and office 
complex in Los Angeles. These new hi-tech in- 


grade fixtures were chosen especially for their high 


performance and low installation cost. 
Chip Israel of Grenald talks about the project: 


"The lighting on the front had to unify the whole project, 
as well as provide a soft inviting feeling." 


“The solution included 175 watt metal halide 9000 Series 
from Hyarel, set back six feet from 30 to 40 foot walls 
as a was 


"We ended up further back and with a softer approach 
we wanted the building to have a frienaly feel, not to eerie." 


The lighting was also aimed up and outward from 
the entrance along the walls to accentuate architectural 
detail and shadows and to prevent the lighting from 
becoming to flat." 
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“These lights have the benefits of being con 
cealed in-grade fixtures which reduce both 

aesthetic objections and installation c 
well as new high performance E-17 lar 


“We were fortunate to be able to work very well 
with some manufacturers such as Hydrel and 
Western Lighting Industries... They were able to 
supply us with some great and efficient lighting 
at a price that enabled the job to get done in 
the way we wanted." 


Hydrel's 9000 Series in grade fixtures provide wide uniform 
performance for wall wash and sign lighting applications. 


— 
HYDREL 12881 BRADLEY AVENUE * SYLMAR * CALIFORNIA 91342 - TEL 818/362-9465 
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Licutworks® INTRODUCES THE First UL LISTED 
CLASS I Low VOLTAGE Strip LIGHTING DEVICE 


With over twenty years of low voltage experience, no wonder 
Lightworks is а pioneer in UL Listed Low Voltage Lighting 

In 1987 we broke new ground by 
producing the first UL Listed Class Il low 
voltage strip lighting. Now we're 
breaking new ground again! 

RB" Series Ribbonlite*'s Class | Listing 
allows the use of Class | transformers to 
power the RibbonLite system. No more 
zillion transformer installations! Now up 
to 500 VA transformers can legally 
power RibbonLite, and with its rugged 
hi-amp bussbars, RibbonLite can be 
connected end-to-end up to 192 feet! 

Couple that with a Wet Location UL 
Listing, Qwik-Ship program, an amazing 
new 7.5 watt, 100,000-hour, 50 lumen 
lamp option plus all the benefits that 


Model Numbers clockwise from top: 
85P-4.8-2 Rooftop Accent; 
85H-2.4-4 Cove Accent; 


come from 85P-2.4-2 Architectural Accent 
twenty years in the business, and you'll see 
why we're "King of the Strips"! Below: 85H/2.4 


Fax or write on your letterhead for 
a complete catalog. 


ШШ е; 


3345 West Hunting Park Avenue, Philadelphia, PA 19132 
TEL: 215-223-9200 • FAX: 215-227-7332 
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FEATURES 


Magnificent Madison Square Imero Fiorentino 
Associates brings the lighting for the Madison Square 
Garden multi-purpose entertainment complex into the 
21st century 


Spirit Of India Akar Inc. uses a mixture of 

fluorescent, metal halide, incandescent, halogen and 
neon sources to highlight the handcarved Indian and 
Persian jewelry sold at Bhindi Jewelers in Artesia, CA 
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Appleton Lamplighter. 
The first choice of the design community 
for custom lighting, architectural metal 

fabrication. 


GUARANTEEING: 
* Integrity of design * Professional staff 

* Engineering * Quality materials & products 
* American craftsmanship * Affordability 

* North American wide representation 

* Delivery 


~ 


OMNIS™ Pendant 
36" OAH x 10" (body) 
x 26 1/2"W 


OMNIS™ Sconce 
71/2" Hx17 Wx9 1/2" P 


OMNIS™ Series 


a square of water reflects the moon 
Robert Spiess 

The OMNIS™ series is one of seven families of fix- 
tures that will provide designers with a myriad of 
options to design unique fixtures for their project. 
Some of the OMNIS™ family characteristics are opal 
acrylic domes, quarter spheres, and square and 1/2 
ball detail pieces. The acrylic lenses are framed by 
painted aluminum housings, and the trims and details 
are available in a variety of finishes. 


Support LIGHTFAIR • NEW YORK 
MAY 6-8, 1992 
BOOTH 224 


Lamplighter 


PO. BOX 1434, APPLETON, WI 54913 USA 
PHONE: 414-739-9001 FAX: 414-739-1656 


Specifiers catalog available on request. 
Call for the contact in your area. 
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PROBLEMS: 
Sa 


Y The prints show a 10' inside diameter cove, but they built a 10! outside 


diameter cove. The rigid custom curved light strips won't fit. Now What??? 


V We have 40 floors with different curved cove dimensions. 
We need a standard product that will fit them all without 


customization costs and time delays. 


V We must be off the job in three weeks. The 
curved wall slot has just been finished. 

S 0 L UTI 0 N: The lighting manufacturer needs 

NNMERO six weeks to fabricate. 

By specifying Norbert Belfer Lighting's Who can supply this now? | 

Field Curveable 'FX-Series' Light Strips 


all of these problems are eliminated. 


Our light strip can be flexed into position for perfect 


installation. Fixed radii are not necessary and there are 
no custom curving costs. The Field Curveable series is stocked 


in standard lengths. We ship in days, not weeks. 
in standard lengths e ship ys. no E oun 


We solve your problems. 


Please write or fax for additional information. 


norbert belfer lighting 


1703 Valley Road * Ocean, New Jersey 07712 * (908) 493-2666 Fax (908) 493-2941 
All Belfer Lighting Products are Available in European Specifications 


Patent Applied (9) LISTED 
©1991 Norbert Belfer Lighting 
Circle No. 5 on product card. 


© 1991 Philips Lighting Company —A Division of North American Philips Corporation 
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Using standard fluorescent lamps. 


With Philips TL 80 


Pastels will look softer. Earth tones will look richer. Office 
spaces will look more comfortable. And electric bills will look 
much less alarming. 

By replacing standard T12 fluorescent lamps with 
Philips TL 80 Series lamps, combined with an electronic bal- 
last, your clients will get the best fluorescent lighting system 
in the world. No other T8 fluorescent lamp has a higher color 
rendering index or a higher light output level. Thanks to rare 
earth phosphors, the quality of light is quite similar to incandes- 


Philips Lighting 
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LIGHTING 
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Using Philips TL 80 Series. 


Series lamps, you get much nicer colors. 


cent. And that can have a dramatic effect on the workplace. 
Not to mention your electricity consumption. When you 


specify TL 80 Series lamps with electronic ballasts, you'll cut 
Yo тво 


If you'd like more information on how TL 80 Series 
lamps can save energy costs in your building, give the 
Philips Lighting Team a call at 1-800-631-1259. 

energy costs by 43%, versus standard fluorescents. Consider- 

ing that lighting can account for up to 5076 of your total 


We might not be able to change red to black, but we sure 
can save your clients some green. 
bill, these lamps could really make your client a hero around 
the office. 


PON wonen 
1002 US OMS TEAM 


It’s time to change your bulb” 488 
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EDITORIAL 


LEARNING ABOUT 
THE STATE OF 
THE INDUSTRY 


t's almost showtime. In less than a month,LightFair International will roll into New York City's 

Jacob Javits Convention Center, May 6-8. ARCHITECTURAL LIGHTING is the Official Publi- 
cation of LightFair International, which means we are able to bring you the official LightFair Show 
Directory in this issue weeks before the event, as well as provide you with thorough post-show cov- 
erage in the July issue. 

LightFair International is the lighting specifier's one big chance to learn the most in the least amount of time about 
the state of the industry. Over 200 exhibitors will be on hand with up-close-and-personal looks at new and innovative 
products. We've assembled a sampling of new products that will be on display in the Exhibit Hall in our "LightFair 
Preview" products section beginning on page 56. 

In addition, Energy Watch columnist Gary Markowitz has prepared an extensive "LightFair 1992 Energy 
Shopping Guide" with criteria on how to evaluate energy-saving products based on his own experiences (see page 
76). Mr. Markowitz has also been named to ARCHITECTURAL LIGHTING 's Editorial Advisory Board, and 
details on his background appear on page 80. 

Of course, LightFair International will feature an intriguing seminar program in which top-notch industry 
experts will speak on topics that reflect the most crucial concerns and issues in the industry in areas such as profes- 
sional development, residential and commercial lighting techniques, energy conservation, and globalization. 

Continuing Education Unit courses on lighting specifying for the interior designer, and energy-saving lighting 
design give experienced professionals the opportunity to update their knowledge. Special sessions sponsored in 
conjunction with t he American Society of Interior Designers on lighting for the 
aged, and with the New York Designers' Lighting Forum on luxe lighting with 
energy efficient sources broaden LightFair's appeal beyond the hardcore light- 
ing specifier to all design professionals interested in lighting. 

Social events planned include a dinner cruise around Manhattan cospon- 
sored by DIFFA and the Committee for Children with AIDS. Here's your 
chance to have fun and contribute to a worthy cause at the same time. 

The International Association of Lighting Designers will also present their 
annual Lighting DesignAwards ata gala dinner on May 7. 

There's still time to register for LightFair International. Simply fill out and 
fax the registration form on pages 49 and 50. 

For those of you attending the show, we know it will be a hectic time, but 
please feel free to stop by ARCHITECTURAL LIGHTING booth #1003 and 
speak with us about how we can make this leading lighting publication serve 
youeven better. See you there! 


WANDA JANKOWSKI 
EDITOR-IN-CHIEF 
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he Applie Awards have been created by CSL Lighting to rec- 

ognize outstanding achievements by specifiers and designers 
in applying CSL’s products in both the contract and residential 
fields. The first annual CSL Applie Awards were judged by repre- 
sentatives of the lighting design firms Wheel, Gersztoff, 
and Shankar with offices in Los Angeles, New York, Sausalito and 
Singapore, and Ray Grenald and Associates, with offices in Los 
Angeles and Philadelphia. 


Friedman 


The winners have been ranked in First, Second and Third place, 
with an additional tier of specific product category winners. 

Hugh A. Boyd, AIA, Boyd Associates, Montclair, NJ, is the 
first place winner. The entry, the interior of Philadelphia's Shake, 
Burger & Roll, marries 1950s nuclear age design with a little of the 
Jetsons added. Boyd used halogen strip lighting, and recessed 
lighting. The view from the outside through the large panes of 


SHAKE, BURGER & ROLL—first place Applie 
Award winner: Decorative open round 
recessed fixtures are used in the floating 
amoeba ceiling. 


AT&T NATIONAL CONTROL CENTER WEST— INN OF Ai 
Invizilite Category winner: Task lighting is pro- 
vided without ambient glare. 
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PRIVATE MARYLAND RESIDENCE—second 
place Applie Award winner: Recessed fix- 
tures offer downlight and uplight to illumi- 
nate the floating staircase. 


MOTEL—Halogena Category 
winner: Recessed units inserted into the lintels 
add drama to the entryway. 


CSL ANNOUNCES 
APPLIE AWARD WINNERS 


glass draws passersby attention inward. A large, amoeba-shaped 
ceiling is glittered with low-voltage halogen recessed fixtures, and 
. Additional, shallow 
ng 35-watt MR-11 narrow beam spotlights 
highlight certain tabletops and add an asymmetrical touch to the 
ceiling apertures. 


backlit with low-voltage halogen fixture: 
recessed downlights us 


Second place has been garnered by James Lozoskie of 
Dreamspace, Inc., Reston, VA, for a private residence in Potomac, 
MD. Low-voltage halogen fixtures are used not only in the ceiling, 
to highlight the handcrafted lacquered stairway handrail, but also 


in the floor, to uplight the floating staircase. Invizilite is used as an 
uplighting device to light walls and ceiling in the dramatic, two- 
storey space. The units add a glitzy appearance to the curved ceil- 
ing emerging from the dining room 

The third place winner is J2 Architecture, Alexandria, VA, for 


Mta 
„ HOHYWOOD, 


HOLLYWOOD SWEETS—third place Applie 
Award winner: Pendants add a playful 
touch above the sales counter at this classy 
candy store. 


THE DIAMOND LADY —Jewel Light 
Category winner: This riverboat is 
adorned with a necklace of light. 
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Consider the Possibilities.™ 


Photography 


Technology O— 


Honest Materials. Natural Spanish Alabaster 


Solid Machining 


Integral Ballasts Luminus™ Sconces: 


Signage 


12 VISA LIGHTING CORPORATION 8600 W. Bradley Rd. Milwaukee, WI 53224 
Specifier Hotline 1-800-788-VISA or FAX 414-354-7436 


An Oldenburg Group Company 
Circle No. 7 on product card. 


NICOLLET BALLROOM, HYATT HIGH DESERT MUSEUM—Miniatura Category win- RESIDENTIAL BARBECUE—honorable mention: Shal- 
REGENCY—Louver Light Category ner: A subtle moonlit effect is achieved with an MR- low recessed downlights are placed in a steel can- 
winner: Fixtures are placed above 11 unit fitted with a blue glass filter. tilevered overhang to provide lighting over the bar- 


a suspended “flying carpet” in this 
unique chandelier. 


becue without obstructing the cook’s view of the 
desert beyond. 


the Hollywood Sweets flagship store that offers more than 350 Bend, OR; Tiny Trak—Roger Kuerbs, Citi Lights, Minneapolis, MN 


varieties of candies, and dried fruits and nuts. Located in the food for The Museum Company, Minneapolis, MN; and Halogena 


court in the lower level of The Fashion Center at Pentagon City, Charles Gilcrease, Gil-Men Electric Company, Inc., Santa Fe, NM for 
Arlington, VA, it achieves the goal of a progressive youthful the Inn of the Anasazi Hotel, Santa Fe, NM. 


image, clean and bright. The primary visu- 
al impact of the storefront is a 2-foot wide 
by 12-foot high acrylic sandwich panel 
designed to hold candy. Miniaturized low- 
voltage halogen fixtures are an important 
design feature throughout the store, begin- 
ning with the storefront. The stainless steel 
arch has polished chrome fixtures installed 
in the lintel and jamb next to the sandwich 
panel to illuminate the candy display. The 
fixtures were chosen by the designer 
because of their compact design which 
allows flexibility. Close to the entrance, a 
trio of pendants are suspended above the 
sales counter, to add elements of color and 
playfulness. 

Honorable Mention goes to David Prest, 
Urrutia-Prest Architects, Palm Desert, CA 
for an open steel structured barbecue ina 
Palm Desert private residence. 

Product category winners include: Jewel 
Light—Andrea Piacentini, Interior Design 
International, Seattle, WA for the Diamond 
Lady/Emerald Lady Mississippi River Gam- 
bling Boats; Louver Lite—Leif Johnson, 
Luminae Souter Lighting Design for the 
Nicollet Ballroom Chandelier, Hyatt Regen- 
cy, Mineapolis; Invizilite—Steve Woodruff, 
KDC, Englewood, CO for the AT&T 
National Control Center West, Denver, CO; 
Miniatura—Robert J. Dupuy, RDS, Inc., 
Portland, OR for The High Desert Museum, 
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PBC OFFERS RESIDENTIAL 
LIGHTING DESIGN BOOK 
DESIGNING WITH LIGHT—RESIDENTIAL INTERIORS by 
Wanda Jankowski, Editor-in-Chief of Architectural Lighting mag- 
azine, is anew 240-page, all-color, hardcover book published by 
the Library of Applied Design, an imprint of PBC International, 
Inc. The book details over 30 residential installations created with- 
in a variety of budgets and lifestyle considerations. The large 9- 
inch by 12-inch format gives the all-color presentation of projects 
visual impact. 

The “New Products” chapter presents a sampling of light 
sources, fixture types, and accessories recently introduced. The 
“Designers on Design” chapter provides a professional perspective 
from the designers and architects who created the lighting systems 
for projects in the book. Commentary deals with the role of energy 
saving in residential lighting design, the acceptance and awareness 
of lighting design as a legitimate profession among residential 
clients, and what techniques might be increasing in popularity and 
use in the future. 

This is Ms. Jankowski's second book. The first—THE BEST 


OF LIGHTING DESIGN—was also published by PBC Interna- 
tional, the leading publisher of visual reference books for the 
design, marketing and graphic arts professional. The book is avail- 
able for $60.00 at fine book and art supply stores, or from PBC (1- 
800-527-2826). 


JOHNSON'S ART BINDS TIES 
AT 16TH STREET STATION 

The sights and sounds of life shaped by the railroad were cap- 
tured in a temporary public art installation called “Binding Ties: the 
16th Street Station" created by lighting designer Stephanie A. 
Johnson, in collaboration with Karolyn van Putten, Michael Syd- 
nor and Paris Williams at the Southern Pacific Station located at 
16th and Wood Streets in Oakland, CA. The building's facade was 
used as a screen for the projection of images of people who worked 
and travelled on the railroads. Images projected on the left and right 
sides of the building would gradually fade in and out of focus as if 
they were materializing from within the building itself. The accom- 
panying sound sculpture combined the projected peoples" stories 
with the sounds of life on the rails. (continued on page 16) 


Uncommon Style 
And Performance 
Are Standard 


Winona Lighting presents the Pyramis 
series. A selection of chandeliers and 
wall sconces designed with a unique 
pyramid shape lens. Another example of 
Winona Lighting's commitment to 

energy efficient decorative lighting. 


TRIANTA 

Catalog 44100. Available in 26 & 39" width, 
polished brass or chrome finish. Standard 
lamping incandescent, fluorescent, and 

HID (Metal Halide). 


fighting 
3760 West Fourth Street 
Winona, MN 55987 


1-800-328-5291 USA 
507-454-5113 


LIGHTFAIR 
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126 yr. old Empress Place Theme Museum 
Beascon Consulting Engineers 


Specify from one of the broadest lines of... 

О OUTDOOR/AREA LIGHTING 

О FLOOD/FACADE LIGHTING 

L] DECORATIVE/POST-TOP LIGHTING 

L] ACCENT/PATHWAY LIGHTING 

О GARAGE/BUILDING MOUNTED LIGHTING 
and our new... 

О eurocast™ (European style) LIGHTING 


...0F let us design and manufacture custom 
fixtures to your specifications. 


For a free copy of our catalog, call or write today. 
After all, doesn’t your project deserve 
Quality Lighting? 


Cualily Lighting: 


A Subsidiary of Jac Jacobsen Industries Inc 
11530 Melrose Avenue 
Franklin Park, IL 60131-0309 
Phone: (800) 375-7632 

Fax: (708) 451-6768 


euroGast” (All die cast'aluminum) 
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Designer and artist Stephanie Johnson recreated the sights of life 
shaped by the railroad in the “Binding Ties: the 16th Street Sta- 
tion” temporary art installation in Oakland, CA. Photo by 
Jonathan Eubanks. 


“Many of my pieces are homages to the ancestors,” says John- 
son. “As an African-American woman artist, I believe it is essen- 
tial to create and recreate our own images. My recent work focuses 
primarily on two visual elements: archival materials (newspaper 
clippings, photos, advertisements) and projected light. Print mate- 
rials are salvaged from dusty archives and reconstructed by cut- 
ting, painting and layering. The resulting slide montages are pre- 
sented as projections in specific architectural settings (building 
facades, church interiors). The combination of projected light and 


architectural elements symbolizes the balance between the materi- 
al and the spiritual world or between heaven and earth. Timeless- 
ness, a recurrent theme in my work, is conveyed by the ethereal 
nature of light." 

The installation was sponsored by the Public Art Program of the 
City of Oakland, the New Traditions Theater Company, and KALW- 
FM91.7 and was on view from October through December 1991. 


KELLY AWARD ESTABLISHED 
BY NEW YORK IESNA 

The Richard Kelly Award has been established by the New York 
Section of the Illuminating Engineering Society of North America to 
preseve lighting designer Richard Kelly’s ideals, enthusiasm and 
reverence for light by recognizing new and innovative work in the 
conceptual or applied use of light. The 1992 grant recipients, 
announced at an April event in New York, are Carrie Meinberg 
Burke and Tina Fong, who will each receive a grant of $1,500, and 
Hank Forrest, who will receive a grant of $500. 

Carrie Meinberg Burke received a grant for “The Shadow 
Room—The Construction Of The Subject; The Eclipse Of The 


Select 

Choose from limitless design choices 
and mount to any work surface, 
including over 40 different open office 
panel systems. 


Solution 

Stop eye-strain and headaches with 
glare free engineering from Waldmann, 
while allowing each user control over 
his or her lighting environment. 


To find out more about the best 
lighting option for your needs, 
call 1-800-634-0007. 
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Send my FREE copy of the 
Kichler Lighting Catalog } 
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Object,” a proposed installation which disrupts the conceptual — tion toconsciousness, half-consciousness and unconsciousness. 


relationships among light, shadow and form, and speculates into Hank Forrest's “Color of Light: A Study of Air Pollution and 


the dynamics of the human subect and object 


Water Vapor,” is a thesis which attempts to determine the effect of air 


Tina Fong's “Housing for Four Insomniacs,” is an investigation pollution and moisture on the color of daylight. 


which encompasses daylight, twilight and moonlight, and their rela- For more information, contact: Matthew Tanteri at (718) 937-4480. 


Lighting 
the 
outdoors... 


W elliptipar's unique asymmetric reflector projects light evenly 
without scallops, striations or hot spots. 


B durable, quality constructed, compact fixtures lend style to any 
application. 


Wi tungsten halogen, metal halide, HPS, and fluorescent sources meet 
specific lighting needs. 


Excellent for illuminating facades, canopies, paths, parking lots.... 


Write for technical and application information. 


elliptipar, inc. 
145 Orange Avenue, West Haven, _ 
Connecticut 06516 (203) 932-2266 Sylvan R. Shemitz"Designs ©Copyright 1991 
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LUXO ACQUIRES LEDU 

Luxo Lamp Corporation, 42-year-old sub- 
sidiary of Jac Jacobsen Industries of Norway, 
announced it has completed acquisition of Ledu 
Corporation, based in Trumbull, CT. Together, 
the merged company is the largest task lighting 
manufacturer in North America. 


The combined entity will conduct busi- 
ness under the name Luxo Corporation, with 
separate Luxo and Ledu branded products. 
Manufacturing, currently split among Port 
Chester, Trumbull, Norway and the Far East 
by product line, will be consolidated this 
year. The company also expects to consoli- 
date headquarters operations this year ata 
new site in southwestern Connecticut. 

Luxo began its U.S. operations in Port 
Chester, NY in 1952, marketing and manu- 
facturing the Luxo lamp—the first desktop 
task lamp with a patented articulating arm 
and an adjustable lamphead for directing 
light where needed. Ledu Corporation, 
founded in 1966, manufactures and markets 
à broad array of articulating and unarticular- 
ing task lamps. 


MAGNETEK ACQUIRES 
MAY & CHRISTE GMBH 

MagneTek, Inc., a leading electrical 
equipment manufacturer, today announced 
its acquisition of May & Christe GmbH, a 
producer of lighting ballasts, transformers 
and other electrical equipment. Based in 
Oberursel, Germany, near Frankfurt, May & 
Christe GmbH—renamed MagneTek May & 
Christe GmbH to reflect its new relationship 
with MagneTek, Inc.—has annual sales 
exceeding $100 million 

"The acquisition gives MagneTek a strong 
presence in Europe," stated Frank Perna, Jr., pres- 
ident and chief executive officer of MagneTek, 
Inc. "We now will be able to increase sales by 
introducing complementary MagneTek products 
into MagneTek May & Christe's marketing and 
distribution channels. Our objective is to dupli- 
cate MagneTek's U.S. suc in Europe, and 
MagneTek May & Christe is an important key in 
unlocking that strategy." 


A new source for lighting components . . . 


Toshiba. The name itself stands 


for the highest quality. In products 
you use every day. And now, you can 
have Toshiba quality in the lighting 
components you use. Brought to you 
by the Lamp and Components Group 
of Toshiba America Consumer 
Products, Inc. 


Performance, Efficiency and 
Reliability Like No Other 
There’s nothing like Toshiba lighting 


components for quality and reliability. 
That's because ме" уе been 


electronic 
"ll give 
g they'll 
‘om lines, too: 
nt results hour 
year. Our ballasts 
§ electricity when 
d wattage lamps. 
output voltage is 


. . . liat puts a whole new light 
on your bottom line. 


isolated from ground, assuring 
constant light output and flicker-free 
operation. They are also Class “A” 
sound rated for quiet operation. Your 
customers' computers and other 
sensitive instrumentation will be 
unaffected by the ballast's operation, 
because we meet FCC standards for 
EMI/RFI interference. 


Toshiba electronic ballasts operate at 
cooler temperatures, reducing your 
customers’ air conditioning costs and 
peak demand charges. They'll also 
experience better lumen maintenance 
over magnetic ballasts due to 
Toshiba's reduction of the lamp arc 
current by 2596 at high frequency. 


Looking Good Under 
Toshiba Halogen 


improvement 
when you use Toshiba 

Halogen Lamps, too. With Toshiba 
quartz halogen lamps, your fixtures 
will produce a whiter and brighter 
light than an incandescent bulb, So 
color rendition of your customers’ 


products will be better. 


Toshiba Halogen Lamps incorporate a 


dichroic mirror that lets more heat in 


the form of infrared light pass through 


it. The result is a whiter, cooler light 
on what's being displayed. 


Lamps will make the textures of 
products like leather goods and fabric 
to jewelry and cosmetics more 
enticing. Our lamps are your best bet 
for helping your customers display 
with style and class — without adding 
potentially damaging heat to what 
might be delicate treasures. 


We also have the beam pattern for 
your particular needs. Whether it’s a 
narrow spot, narrow flood, or flood, 
there’s a Toshiba Halogen Lamp for 


you. 


Light Up Your Bottomline 


Anyway you look at it, Toshiba 
electronic ballasts and halogen lamps 

can do more for your product. Find 
out about the NEW source for 
lighting components. Just 
fill out the coupon or circle 
the reply number. We'll 
send you your “Get 
Acquainted Toshiba 
Lighting Kit” with all you need 

to know to start specifying Toshiba. 
THE name in quality lighting. 


And Toshiba lamps last ——— = 
longer — 4000 hours I'd like to know more about Toshiba 
compared to 3000 hours ! YES! Lighting Products. Please light up my 
for most other ® bottom line by sending me: 
manufacturers! | 

{ ÛJ information about Toshiba J Information about Toshiba 
Your fixtures with the light f ики кило 
from Toshiba Halogen 1 

1 NAME TITLE 

| company 

| ADDRESS 

1 CITY/STATE/ZIP 
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GREEN LIGHTS PUBLISHES 
FIRST YEAR REPORT 

The Environmental Protection Agency’s (EPA) Green Lights 
Program was officially launched on January 16, 1991. As stated in 
“Green Lights Program, The First Year,” recently published, the 
program's goal is “to prevent pollution by encouraging major U.S. 
institutions—businesses, governments, and other organizations— 
to use energy-efficient lighting.” 

A summary of their progress over the past year follows: “On 
January 31, 1991, Green Lights had 40 participants. As of February 
18, 1992, 402 institutions had signed Memoranda of Understand- 
ing with EPA to join Green Lights. This number includes 168 Cor- 
porate Partners, 9 Government Partners, 144 Manufacturer Allies, 
48 Lighting Management Company Allies, and 27 Electric Utility 
Allies. In addition, six trade and professional organizations have 
endorsed the program. The program participants collectively own 
or lease 2 billion square of facility space, about 2.5 percent of the 
national total. This is equivalent to all of the leasable office space 
of the metropolitan areas of New York City, Los Angeles, Chica- 
go, San Francisco, Washington, D.C., Philadelphia, and Dall 

“Because program participants report their progress on an 
anniversary basis, the signatory ‘classes’ of January and February 


1991 recently reported their upgrade status. Several non-anniver- 

sary participants also have submitted interim reports on their 

progress to date. All told, as of February 23, 1992, 181 buildings 

were in the officially-reported ‘upgrade pipeline’, covering 77 mil- 

lion square feet of facility space (equivalent to the office and ware- 

house space of the Baltimore metropolitan area). Forty-nine build- 

ings have been fully upgraded, with a typical reduction in lighting 

electricity use of 40 to 70 percent.” 

The program has five goals for the future: 

Recruitment of another three to five percent of square footage. 

‘To have every Green Lights participant complete one major 
lighting upgrade in 1992. 

*Broaden program participation in the coming year, by beginning 
outreach to the residential sector 

*Accelerate market transformation— Green Lights will “claim 
success when the program isn't needed anymore" and 
hopes eventually *a dynamic of continual improvement 
in the lighting marketplace will be set into motion." 

*Explore replication of the program into other technology 
areas—by the end of 1992, EPA hopes to offer a Green 
Buildings program and/or a Green Energy Corporation 
program to further the nation's goal of preventing pollution. 


NTRODUCI!I 


THE 


EXQUISITE 
COLLECTION 


UMP trying to make an 


architectural statement while 


maintaining all the advantages of low 


voltage recessed lighting, take a 


closer look at Con-Tech's Exquisite 


Collection. Our UL listed fixtures are 
available in solid acrylic, the finest all 
die cast construction, as well as 
sculptured glass. Trims can be ordered 
in a variety of finishes to compliment 
any interior decor. Write for complete 


prices and specifications. 


Стоу 
LIGHTING 


130 N Waukegan Rd « Deerfield, IL 60015 
708.945.0303 
FAX 708.945.0096 
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PARAMOUNT THE- 
ATER: (Left top) Criss- 
crossed light strips 
draw attention away 
from ductwork above. 
(Left below) Lobby 
murals are washed by 
concealed neon. 


RAYS OF LIGHT: (Left) 
The rays motif created 
by PAR 36s casting 
light streams on the 
ceiling is repeated 
throughout the 
Paramount Theater. 


Maentitficent 
NEM Square 


Lighting designed by Imero Fiorentino Associates helps bring 
Madison Square Garden into the 21st century 


BY WANDA JANKOWSKI EDITOR-IN-CHIEF 


t was more a rebuilding than a renovation," says Judson W 

Perkins, president of the Madison Square Garden (MSG) Facili- 
ties Development & Management Group during the reconstruc- 
tion, which was undertaken to move the New York City landmark 
entertainment complex into the 21st century. Richard Evans, then 
president of MSG, said the purpose of the reconstruction was to re- 
establish the Garden as the preeminent entertainment and sports 
facility in the world. Major changes included the addition of the 
1; the Play By 
d the updating 


and redesign of other areas—lobbies, food courts, and concession 
| 


Paramount Theater, which replaced the Felt Forur 


Play, and Club Restaurants; new arena skyboxes; a 


stands, as well as the exterior sidewalk and building illumination 


What makes this project unusual is not only the staggering 
$200 million budget, but the fact that unlike other facilities, 
which close down during renovation periods, the Garden 
remained in operation during the two years and nine months it 
took to complete the transformation. 

"We broke the project into a lot of little projects and the sum 
total equalled a complete renovation," says Perkins. "One of the 


things Madison Square Garden is known for is the ability to change 


the arena for event. For example, we can resurface the arena floor, 
and service basketball and hockey the same day. We treated the 
construction as an event, so every day at 3:30 p.m., the construction 


would be ‘changed over’ to that evening’s event. 
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ARENA: (Below) The 
arena's original sys- 
tem, with over 400 
fixtures, was 
cleaned, repaired and 
relamped. Eighty- 
eight new skyboxes 
were installed. 


lso, much of the construction was concealed— 
we'd build a wall so our guests wouldn't see anything 
but a false facade until the coi 


Perkins says. 


struction was complet- 


The renovation had to give the Garden a whole 
ince it was built in 1968, color sensibili- 
ties, lighting, and the uses of the building had 
changed. The building was really rebuilt for the year 
2000, 
Fiorentino 
ble for MSG's new and re 

In decades past, Madison Square Garden might 
have been thought of primarily as a sports arena. Bu 
this has changed. In the initial design committee meet- 
ings, what Garden management "impressed us with 


new look. 


says Imero Fiorentino, president of Imero 
ssociates, New York, the firm responsi- 


ated lighting designs. 


was that we were not designing 


r updating a sports 
arena 
multi-purpose, family entertainment center. And that 
was the key to and guideline for all the design elements, 


Fiorentino says. "We were creating a new 


whether it was lighting design or interior design." 


PARAMOUNT THEATER 


Though some major structural changes were 
made, others could not be made due to cost consider- 
ations. So the design team often had to invent unique 
solutions to deal with structural "givens." A prime 
example is found in the Paramount Theater. 

“When we designed the Paramount Theater, where 


the old Felt Forum had been, there were some signifi- 


sent er 


cant limitatioi 
change the basic structure. But we could go out on the 
8th Avenue sidewalk and build a new stagehouse,” say 

Perkins. So 100,000 square feet was added to the build- 
ing on the unused sidewalk area. However, the Felt 


rom a staging standpoint. We couldi 


Forum stage and seating had been positioned in the 
opposite direction. “So to change the seating configura- 
tion, we had to entire 
entrance from 8th Avenue to 7th Av 
was previously a bowling alley as the theater lobby," 
Perkins says. 

The overriding design motif of the Paramount is 
rays. Low-voltage PAR 36 fixtures positioned just 
below ceiling level create a spray of light rays at the 
entrance to the theater. Custom-designed poles and 
wall sconces that house fluorescent biax sources have 


gut the space, change the 
ue, and use what 


ray-like bands etched into the plexiglass and painted 
steel. Fluorescent bands in the lowered ceiling adja- 
cent to the entry doors continue the theme. Interior 
ceiling treatments, such as the crisscrossing of white 
neon tubes above the escalators (see cover) continue 
the theme and lead the guests forward. 

The motif culminates in the 5,600-seat theater 
with the crisscrossing of S11 lamps on 9-inch centers 
set in extruded aluminum reflectors that serve, along 
with supplementary downlights, as the house lights 

The ceiling of the Paramount Theater slopes. At 
its lowest it's 7 feet high; at its highest, 35 feet. This 
was dictated by the presence of an enormous steel 


truss. “We had to respect its pres 


nce, and the ques- 
tion became, ‘How do we wrap it to make it look pret- 
ty?,” says Fiorentino. “There’s no balcony, which 
helps make it an intimate house. We couldn’t put a 
full ceiling in, because then the audience wouldn't be 
able to stand up. But there were conduits and air-con- 
ditioning pipes and everything else up there. So the 
solution we came upon was to create a crisscross pat- 
tern of light that visually seems to move towards the 
stage. The fixtures’ profile was only 4 inches deep, so 
they didn’t take up much space, and were relatively 
inexpensive. When guests look up from their seats, 
because they look at the light sources, they don’t see 
the black pipes behind them. It makes a design state- 
ment, and solves a problem at the same time.” 

The old Felt Forum had been auditorium-like 
“We wanted a facility that would allow us to doa 
broad range of events. We didn't want to put a charac- 
ter stamp on the theater that would lock us out of cer- 
tain types of programs. We wanted a facility that was 
extremely attractive, but designed neutrally, so that 
the act that is performing at the theater can set the 
tone or the character," says Perkins 

“With a ‘multi-purpose’ space," says Fiorentino, 
“you can fall into a trap by trying to make it serve too 
many masters. From a design point of view, the more 
masters you serve, the more compromises you make 
to all the other disciplines you want to have in that 
theater. So management has to make the decision on 
what purposes that space has to serve, and what ones 


it doesn’t. You can’t do everything, or nothing works. 


This theater has multi-purposes, but every one of 
those purposes that the management locked into was 
logical from a design point of view 

“Even regarding the number of seats, you have to 
make the same kinds of decisions,” says Fiorentino 
“It’s difficult to fit a lot of seats into a space that you 


can’t expand. The walls and ceiling height were 
givens—the steel is there so you can’t go up; you 
can't go down. You have a financial responsibility— 
each seat means ‘x’ number of dollars, and the bot- 
tom line is it’s got to make money. It can't just look 
pretty. So one of the great triumphs was to make it all 
fit, and it is a perfect example of teamwork.” 


SKYBOXES & THE ARENA 

There had been 29 skybox suites that were sus- 
pended around three-quarters of the arena. In the 
redesign, each had the width halved, and 12 feet 
added to the depth to make 58 skyboxes. Then an 
additional 29 were added for a total of 88 skybox 
suites. An entire amenities package for suiteholders 
was developed, and two new restaurants were added 
with private entrances. 

The boxes were redone in two phases. Boxholders 
were offered arena seatsduring the reconstruction. 

The skybox lighting had to serve several purposes. 
Ithad to be functional, to allow occupants to use the bar 
and serve themselves from the buffet area. And the 
capability for ambient light had to be present, to allow a 
low level of illumination to be maintained during 
events, so occupants could use the room's facilities, 
while not distracting the performers in the arena. 

“It’s not all sporting events, where there tends to 
be a high level of ambient light in the arena,” says 
Fiorentino. “During a concert, for example, there 
may be one spotlight on the performer for a period of 
time, so if you have skyboxes with a lot of light com- 
ing out of them, it’s a problem. Also, you don’t want 
to allow the people who rent the skyboxes to control 
the lighting individually. If some levels are high, and 
some are low, it’s very disturbing to performers who 
look up and see the lights going on and off in a box.” 

To address these concerns, fluorescent luminaires 


SKYBOX SUITE: (Left) 
Custom-designed 
plexiglass wave- 
shaped fixture is lit 
with G апак 16 
lamps. Fluorescent 
task units are built 
into the bar area. 


HOW THE 

GARDEN GREW 

There have actually 

been four Madison Square 
Gardens, spanning the 
past century. 


1879—Bandleader John 
Gilmore built Gilmore's 
Garden at 23 Street and 
Madison Avenve. He later 
sold it to P.T. Barnum, who 
renamed it Madison 


Square Garden 


1890—A second Garden 
was built on the same site, 
designed by architect 
Stanford White 


1925—The Garden was 
moved to a new structure 
on 8th Avenue between 
49 and 50 Streets. 


1968—The building that 
currently houses the Gar- 
den on 7th Avenue 
between 31 and 33 


Streets was built 


1991—The renovation 
was completed, updating 
Madison Square Garden 
for the 21st century 
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PLAY BY PLAY 
RESTAURANT: (Top) A 
blue neon cove wash- 
es the perimeter of 
the "soccer ball" ceil- 
ing. Adjustable 
downlights are over 
the set seating plan. 
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SPORT OF EATING: 
(Above) The informal 
ambience of Play By 
Play is seen in the 
entryway's backlit 
sports team graphics, 
multi-colored sur- 
faces and light pools. 


have been installed above the top shelf in the bar area. 
The light is cast down through the glass shelves to the 
countertop. A wavelike plexiglass wall sconce has 
been custom-designed and fitted with G lamps and 
R16s over the buffet area. On the wall opposite this 
are two complementary sconces. Recessed down- 
lights provide illumination in the center of the room. 

"When a performance begins, there is a master 
dimmer control operated by the MSG staff that dims 
the lighting down to a level where the occupants can 
see, they can grab a sandwich, and watch the perfor- 
mance. But the performer doesn't look up and see 
dark holes and light holes scattered throughout the 
skybox area,” says Fiorentino. “They all make a uni- 
fied design statement." 

A mockup was built for design committee and 
management review and approval before construc- 
tion began. "With a model, you only have to change 
one if someone doesn't like it—you don't have to 
change 88 of them. And then once the design was 
approved, the model was converted into a marketing 
center, so it served two purposes," says William Mar- 
shall, vice president, facilities design at Imero 
"jorentino Associates. 

Mockups were made for many parts of the project. 
"Almost every portion of the renovation was simulat- 
ed during the design process. The lighting in particu- 
ar was such a difficult subject to tell people about 
conceptually,” says Perkins. 

Not only was Madison Square Garden manage- 
ment involved, but administrators from the 
'aramount Corporation, which owns Madison 
Square Garden, were in on the design approval pro- 
cess as well. "When you get to that level of executive 
and you say a lamp is 3200 degrees Kelvin, they don't 


now what you're talking about. We built a model, 


for example, of a portion of the arena floor with seats 
onsidering. We used a 


and the fabric colors we we 
set of fixtures with 2800 degree Kelvin lamps, and 
then another set of fixtures with 3200 degree Kelvin 
and showed them the difference. And they thought 
the demonstration was over. But then we changed the 
flooring—instead of the basketball floor which is tan, 
we put a piece of white cardboard in to simulate the 
ice floor. We didn't change the light or the seat color, 
and all of a sudden the colors changed. And they saw 
then what we were talking about," says Fiorentino. 
The original lighting system in the 20,000-seat 
arena was repaired and refocused, but not replaced 
due to budget considerations. A new scoreboard was 
installed, and the interiors were repainted and seating 
reupholstered to reflect an updated color scheme. 
Although the food courts and concession stands were 
redesigned, other areas, such as the hallways were left 


intact save for cleaning and repainting. 


PLAY BY PLAY & CLUB RESTAURANTS 

The Play By Play and Club Restaurants embody 
two different design styles to create two completely 
different dining experiences. The informal Play By 
Play is filled with bright-colored surfaces, and carries 


through the sports theme in enlarged-photo murals, 


numerous video screens, and a gaming area. The 


entryway is marked by large, backlit plexiglass 
insignias of New York sports teams. The bar and eat- 
ing areas are lit with a blending of track units, free- 
floating MR 16 pendants, and recessed adjustable 
downlights. Encircling the soccer ball inverted dome 
ceiling is a blue neon cove. The etched glass bar 
counter is edgelit. Industrial RLM fixtures illuminate 
the gaming area. It’s meant to be and is a fun space. 
By contrast, the subdued elegance of the Club 
Restaurant begins in the wood-paneled entryway and 
circular lobby that is capped by an incandescent cove 
encircling the dome ceiling, Custom-designed fix- 
tures include: plexiglass ceiling-mounted and sconce 
fixtures accented with red bronze that cast light 
through a perforated metal ring to project a circle of 
rays on the ceiling; and an etched glass and metal- 
accented disc suspended beneath a downlight to pro- 


duce a soft glow. Concealed inside the capitals of 
gold-leafed columns are low-voltage strip lights that 
cast uplight onto the ceiling. Intersections of the 
dropped ceiling grid contain low-voltage downlights. 
The lighting enhances the etched glass partitions and 
wood paneling to produce an atmosphere of luxury 
conducive to fine dining. 


EXTERIOR LIGHTING 

The exterior lighting includes systems for both the 
sidewalk surrounding Madison Square Garden, and 
the building itself. Existing systems for each had uti- 
lized metal halide fixtures. Many of the pole-mounted 
luminaires had been rendered inoperative over time, 
and the ones that worked were glare producers. Since 
the metal halide lamps were in varied stages of lamp 
life, they unintentionally cast the light in a hodge- 
podge of pink, blue, white, and tan shades along the 
sidewalk, and stripes up the walls of the building. 

The new exterior lighting systems had to go beyond 
satisfying the usual criteria of providing a well-lit, safe 
environment, as well as an attractive one. 

“Madison Square Garden is a landmark. As guests 
approach the building, it should be inspiring and 
exciting— Oh, look the colors have changed, some- 
body cares’. It all has to add up to a feeling of safety, 
but also the feeling that it’s a great place to go,” says 
Fiorentino. 

The new lighting includes a standard pole-mounted 
fixture, fitted with metal halide lamps to visually tie the 
two street blocks together. “We took away the glare, but 
also gave some deeper thought to it. When a guest steps 
across the street and onto the curb, they are in the bright 
white light of Madison Square Garden. It’s a different 
illuminated environment from the city's yellow/orange 
glowing streetlights," says Marshall. 

The new fixtures that illuminate the building con- 
tain energy efficient high-pressure sodium lamps. The 
weatherproof standard fixtures have been customized 
and aimed straight up. To insure the building would be 
viewed as a special place, Fiorentino included the 
option of changing the color of the fixtures via filters to 
suit special events and occasions. The filters can change 
the light to red, white, blue, green, and orange. Because 
of the nature of the light source, blue was the most diffi- 
cult color to achieve, but by experimenting with filters 


FUN & GAMES: (Top) 
Play By Play Restau- 
rant's gaming area is 
lit with industrial type 
RLM fixtures. 


VIDEO BAR: (Above) 
The edgelit glass 


countertop is etched 
with sports figures' 
names. MR 16 units 
light the bar area 
below the monitors. 
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JOIN THE CLUB: (Top 
right) The elegant 
tone of the Club 
Restaurant begins in 
the entrance. A 
sculpted boxer 
stands below a 
dome ceiling lit by an 
incandescent cove. 


GRID LOCK: (Below 
right) Low-voltage 
downlights mark the 
intersections of the 
dropped grid ceiling 
in the Club Restau- 
rant. Strip lights are 
concealed in column 
capitals. 


EXTERIOR IMAGE: 
(Opposite page) The 
building is lit with 
HPS fixtures aimed 
straight up. Color fil- 
ters are added for 
special events. 
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оп а sample fixture in his office, Fiorentino was able to 
come up with the right combination to create it. (And 
it's a good thing because Imero Fiorentino Associates 
will be designing the lighting for the Democratic 
National Convention to be held at MSG in July 1992— 
so the red, white, and blue lighting effects will be put to 
good use shortly.) 

"A lot of the lighting solutions—the ceiling in the 
Paramount and the skybox custom designed fixtures, 
for example—are fun. There's an energy and life that 
comes out of them. If this had been treated as a purely 
architectural lighting project, it would be illuminated, 


April 1992 


but there wouldn't exist the delight that's there," 
Perkins. Imero Fiorentino Associates' rare mix of vast 
entertainment and architectural lighting experience 
was a quality that not only served the designers well, 
but was something the management committee knew 
of and drew upon right from the start. They insisted on 
visiting the Imero Fiorentino Associates offices early 
on to see concert and industrial show scale models, 
photographs, and plans to get their own creative juices 
flowing and imaginations primed. 

The teamwork paid off—the new Madison 
Square Garden is magnificent. 


DETAILS 


PROJECT: MADISON SQUARE GARDEN RECONSTRUC 


TION 


LOCATION: NEW YORK, NY 
CLIENT/OWNER: PARAMOUNT CORPORATION 
ARCHITECT: ELLERBE BECKET ARCHITECTURE, KANSAS 


CITY, MO 


INTERIORS/GRAPHICS: COMMUNICATION ARTS, 


BOULDER, CO 


LIGHTING DESIGN/THEATRICAL CONSULTANTS: 
IMERO FIORENTINO ASSOCIATES, NEW YORK, NY; 
IMERO FIORENTINO, president; WILLIAM MARSHALL, vice 
president facilities design; MAGGIE GIUSTO, director of 


architectural lighting 


MANAGER-IN-CHARGE: JUDSON PERKINS, president 
during the time of the renovation, MADISON SQUARE GAR- 
DEN FACILITIES DEVELOPMENT & MANAGEMENT GROUP 
SENIOR V.P. FOR PROJECT DEVELOPMENT FOR 
MADISON SQUARE GARDEN: JAMES W.R. ADAMS 
PHOTOGRAPHER: R. GREG HURSLEY 

LIGHTING MANUFACTURERS:ABOLITE, ABS LIGHTING, 
ALKO, ALTMAN, NORBERT BELFER, COLORTRAN, 
COLUMBIA, CJ LIGHTING, CSL LIGHTING, DEVINE, EDISON 
PRICE, HADCO, LEGION, LIGHTOUER, LINEAR LIGHTING, 
LITELAB, LSI, LUTRON, NATIONAL CATHODE, NATIONAL 
LIGHTING, NEO-RAY, OMEGA, REGGIANI, STERNER, 


STRAND, VSL, WINONA 


LIGHTS 


DESIGN BY COMMITTEE THAT WORKED 

Anyone who has ever served on a committee 
understands that teamwork takes effort, patience and 
skill to keep everyone focused and moving forward 
towards the same goal, while dealing with their indi- 
vidual dilemmas. The key to getting Madison Square 
Garden rebuilt—on schedule and budget, within a 
preexisting structure, over Penn Station and a running 
subway system, with union labor, while events were 
still taking place on the premises—was collaboration. 

“Everybody cared for the other guy’s problems, 
whether it was the design of the furniture, or the 
selecting of fabrics,” says lighting designer Imero 
Fiorentino. “We did all kinds of tests with a roomful 
of people. Everybody had input. The committee pro- 
cess worked. It's obvious close cooperation occurred 
among a great many people, especially the architects 
Ellerbe Becket, the interior designer Richard Foy and 
his team at Communication Arts, MSG management, 
and Fiorentino Associates.” 

Earlyin the project, Judson Perkins, then president of 
the MSG Facilities Development & Management Group, 
conducted a series of meetings, he says, “with design 
team members for two days, and out of that came the 
master plan/schedule on how the project was to be 
phased and built. Once that framework was established, 
then we ascertained when decisions needed to be made. 

“1 knew, for example, that regarding the skybox 
suites everybody within our corporation would have a 
point of view on what the interiors should look like. 
The skybox layout was easy to do with the help of 


food service professionals. But when you get into aes- 
thetic decision making, there’s an evolutionary pro- 
cess that has to take place to generate a concensus. 
We had to make sure that process started early 
enough so that it didn’t negatively impact the overall 


project schedule,” says Perkins. 

The decision making process might have gone on 
forever, had Perkins not stopped it gently in the right 
place at the right time. “In the creative process, an 
idea gets better and better until you come to a point 
when it doesn’t get better, it just gets different. The 
real key is to cut off the process when the design 
mode is over,” Perkins says. 

The project was scheduled so that the most crucial 
period of time for the construction was the summer of 
1990, “When we achieved that, I knew it would finish 
on schedule,” says Perkins. “When you are in the 
early phases of construction involving the structure, 
there’s an absolute sequence of events that has to hap- 
pen. But particularly at the end of a project, construc- 
tion gets to a point where you can throw a lot of labor 
at it to get it done. After the skyboxes were built, for 
example, I could have had one crew laying carpet for 
88 days, or 88 crews laying carpet for one day. 

“The analogy I think of to describe the rebuilding 
is the Olympic basketball team. The Olympic Com- 
mittee is assembling the best players in the country to 
form a team to do one project—to win in the 1992 
Olympics. We took the best design professionals in 
the country, and assembled them as a team to rebuild 
Madison Square Garden,” says Perkins. 
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INNER SANCTUM: INDIAN CHARM: 
(Left) The entrance to (Below) The perforat- 
the diamond room is ed, hand-carved 
made special by high- wooden door is back- 
lighting the domed lit to highlight its 

and barreled ceiling ornate detail. Sculp- 
at the entrance with tures throughout the 
halogen fixtures. showroom reinforce 


the Indian ambience. 


pirit of India 


HANDCRAFTED JEWELRY ADORNED WITH INDIAN MOTIFS 
IS LIT WITH A MIX OF FLUORESCENT, METAL HALIDE, 
NEON AND QUARTZ HALOGEN FIXTURES 


BY WANDA JANKOWSKI EDITOR-IN-CHIEF 


bal à 
iaman 2008 
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he handcrafted gold and diamond jewelry in Bhindi Jewelers 

showroom is adorned with intricate designs incorporating tra- 
ditional Indian and Persian motifs. Such craftsmanship and beauty 
deserved a setting that promoted the quality and cultural richness 
of the merchandise, and was the challenge undertaken by the 
design team at Akar Inc. 

The objective was twofold, according to Sat Garg, AIA, princi- 
pal of Akar Inc. First, amuseum quality environment had to be cre- 
ated to reflect the quality of the jewelry displayed. “Many of the 
jewelry designs have transcended down through the centuries— 
Indian and Persian motifs are recreated and handcarved. The show- 
room design had to resonate that feeling; to dramatize what one 
would encounter traversing through the old palaces of the mahara- 
jas in India,” says Garg. “At the same time, these products are for 
sale, so the space had to be conducive to selling the merchandise.” 

Akar Inc. designed the 3,000 square foot showroom, situated on 
the ground floor of a newly built retail center in Artesia, CA, from 
scratch. The custom-designed showcases are made of birdseye and 
white maple casing with clear glass countertops and fronts, and 
black pearl granite trim. 
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Display case prototypes were constructed, and striplight posi- 
tioning was tested before final decisions were made. The 5-watt 
halogen striplights are mounted toward the rear of the display 
cases, instead of toward the front, so the customer will not 
encounter any obstruction when looking down into the case. 

Fluorescent fixtures, concealed on the tops of the display cases 
that line the periphery of the showroom, wash the walls with 
uplight. Inside the wall cases, adjustable MR 16s units make the 
vertically displayed merchandise sparkle. 

The ceiling height varies from 8 feet to 10 feet. “We introduced 
a floating suspended ceiling—soffits in a sinuating form, that repli- 
cate a basic form of jewelry—like a necklace," says Garg. "We did 
that above the primary floor ca: 
down to 8 feet.” 

Neon concealed in the soffit uplights the ceiling to create the 
illusion that the soffit is floating. A series of adjustable MR 16 
units spotlight jewelry displayed in counter cases. 

Metal halide units are strategically located throughout the space 
in the high ceiling areas to provide general illumination. “The light 
sources balance and create a good quality of light,” says Garg. 


es, where the height is brought 
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CUSTOMER COMFORT: 
(Right) The 5-watt 
halogen striplights 
are placed toward the 
rear of display cases, 
so customers can 
view jewelry through 
the glass countertop 
unobstructed and 
without glare. 


MIXED SOURCES: 
(Below) Neon con- 
cealed in the soffit 
uplights the ceiling to 
float the soffit visual- 
ly; metal halide 
downlights provide 
general lighting in the 
high-ceilinged area. 


“Most of the jewelry is 18 and 22 carat gold, many 
pieces inlaid with precious stones. The lighting 
brings out the qualities of the stones and goldwork." 

Set apart from the main showroom is the diamond 
room—an inner sanctum distinguished by an Austri- 
an crystal chandelier suspended from the center of a 
high, vaulted ceiling. The small display niches in the 
walls, as well as the counter display cases are also 
made of birdseye maple. Recessed MR 16 units high- 
light the diamonds and gold. 

The pathway leading to the room is marked by a 
domed ceiling connected to a barrel-vaulted ceiling 
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that ends at the entrance to the diamond room. Both 
the dome and the barrel vault are uplighted with 200- 
watt halogen, contemporary styled fixtures to empha- 
size the 

The illumination throughout the space is inten- 
tionally uneven. “The idea is not to create a uniform 
evel of light," says Garg, "but to create highlights 
and drama." Though the project uses many fixtures, it 
is energy eff 
halide, fluorescent, quartz halogen, and neon sources. 

Bronze and wooden statuary imported from 
ndia capture the cultural spirit. At the end of one 
ndian Paradiso and Juperana granite pathway 
stands an old, handcarved, wooden door. The 
sculpted carvings and perforations are played up by 
washing the white wall behind the door softly with 
ight. In front of the door is an ornate metal sculpture 
of the sun god riding a chariot. 

The cost of the showroom exceeded one million 
dollars. 


architecturally varied ceiling. 


ient, because of the mix of metal 


DETAILS 

PROJECT: BHIND! JEWELERS 

LOCATION: ARTESIA, CA 

INTERIOR DESIGN: SAT GARG, AIA, AMY FINN, COLBY 
WONG, and MICHELLE GILL, AKAR INC 

LIGHTING DESIGN: SAT GARG, AIA, AKAR INC. 
FABRICATORS: THE WOODSHCP: cabinetry, M.S. INTER- 
NATIONAL: stone, BENTLEY MILLS: corpet 
CONTRACTOR: NANAK CONSTRUCTION 
PHOTOGRAPHER: JOHN POST 

LIGHTING MANUFACTURERS: CAPRI LIGHTING, KOCH + 
LOWY, ECONOLITE 


IGHT 


BE L 


UMINATION & 


NSTONS I IL 


DIME 


۷ 


N E 


EXPLORE 


LIBHTFAIH 


INTERNATIONAL 


MAY 6 - 8, 1992 
JACOB JAVITS CONVENTION CENTER 
NEW YORK CITY 


Sponsored by The Illuminating Engineering Society of 
North America (IESNA), 
The New York Section ol IESNA, and 
The International Association of Lighting Designers (IALD) 


Produced and Managed by AMC Trade Shows 
A Division of the Portman Companies 


Official Publication 


LIGHTFAIA 


INTERNATIONAL 


LIGHTFAIR INTERNATIONAL 
240 Peachtree Street, N.W. 
Suite 2200, Atlanta, GA 30303 


PROGRAM SYMBOLS 

Symbol meanings for program listed on-track seminars (off-track 
sessions have no symbolic designation): 

@ PROFESSIONAL DEVELOPMENT 

E RESIDENTIAL AND COMMERCIAL DESIGN FOCUS 

A ENERGY ISSUES 

* GLOBALIZATION 


THE EXPOCARD: AN IDEA WHOSE TIME HAS COME 
This credit card-sized "smart" card allows countless bits of data to be 
encoded. You will use itin many ways: to ease the registration process, to 
gain access to seminars for which you've registered, and to receive FREE 
premiums and specials offered by exhibitors. In addition, you can insert 
the card into computer kiosks in the Exhibit Hall and receive a printout of 
the locations of products you are interested in seeing. The Expocard also 
enables you to send and receive messages from your colleagues on the 
floor. There isa $10 deposit, payable at the time you register. Your $10 is 
returned in FULL when you turn in thecard as you depart the show. 


00 — 8:30 — 9:00 9:30 — 10:00 10:30 11:00 11:30 NOON 12:30 
LI LI LI LI i LI LI 


LIGHTFAIR INTERNATIONAL JOB BANK! 

At the LIGHTFAIR INTERNATIONAL Job Bank, you can 
answer questions on our user-friendly computer to either seek or 
post a job opening. At the end of the show applicants can request a 
printout of open positions. There is no charge for this service. 


REGISTRATION HOURS 

Wednesday, May 6,1992 7:30 A.M.-7:00 P.M. 
Thursday, May 7,1992 7:30 A.M.-6:00 P.M, 
Friday, May 8.1992 7:30 A.M.-3:00 P.M. 
EXHIBIT HALL HOURS 

Wednesday, May 6.1992 10:00 A.M.-7:00 P.M. 
Thursday, May 7,1992 10:00 A.M.-6:00 P.M. 
Friday, May 8.1992 9:00 А.М, -3:00 P.M. 


FREE SHUTTLE BUS 


Buses will run at 15 minute intervals beginning at 7:30 A.M. and 
follow one of these routes (buses will reverse routes for return trip): 
1. New York Hilton & Towersto Javits Convention Center 


2. New York Hilton & Towersto Penn Station to Javits 


Convention Center 


Exhibit Hall 
Off-Site 
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WEDNESDAY, MAY 6 


8:00 A.M.-9:00 A.M. 


@ MARKETING STRATEGIES FOR EXHIBITORS 
Sponsored by Architectural Lighting magazine 


4 Joel R. Siegel 
Е Vice President/Marketing & Sales 
Edison Price Lighting 


- William M. Brown 
CEO 
A.L.P. Ceiling & Lighting Products, Inc. 


David G. Berry 
President and CEO 
Appleton Lamplighter 


The distinguished panel from lighting companies of different sizes 
will share some of their secrets for successful trade show market- 
ing, and identify areas that are the responsibility of each exhibitor. 
They will cover marketing before the show, marketing at the show, 
and follow-up marketing after the show. Attendees will learn that 
even a small budget can be used effectively and creatively. 

FREE TO EXHIBITORS! Continental breakfast provided by 
Architectural Lighting, the official publication of LightFair 


9:00 A.M.-10:00 A.M. 


KEYNOTE ADDRESS: 
A Review of Outstanding Lighting Design 
From the Last 5 Years 


Y | Charles Linn, AIA 
Editor 
É Record Lighting magazine 


Mr. Linn will present a diverse array of projects, covering the fol- 
lowing issues: creative and appropriate use of light sources, the 
balance of energy efficiency and aesthetics, proper lighting for his- 
toric structures, the integration of light and color with architecture, 
and revealing three-dimensional forms through lighting. He will 
also announce the 1992 winner of the $10,000 Nuckolls Fund for 
Lighting Educational grant. Mr. Linn brings a discriminating eye 
and astute insights into his assessment of the past half decade. Join 
him for this entertaining opening session, and see if your judge- 
ments match or contradict his. 

FREE With Any Other Registration! 


10:00 A.M. 


EXHIBIT HALL OPEN 


10:15 A.M.- 1 


5 A.M. 


EB HOW TO MAKE DOWNLIGHTS AND 
ACCENT LIGHTS WORK FOR YOU 


Randy Burkett, MIES, IALD 
President and Design Principal 
Randy Burkett Lighting Design, Inc. 


Mr. Burkett will explore point-source equipment from its design 
and application to proper specification, including: why all down- 
lights are not created equal; how to select the accent lighting and 
wallwashing equipment appropriate for your application; A- 
lamps, PAR lamps; compact fluorescent, and tungsten halogen: 
composing a complete palette of equipment for your project; 
knowing when not to use low voltage; and what you need to 
include in your specification to ensure a quality job. 


A DO'S AND DON'T'S OF SMART LIGHTING 


Gary Dulanski 
Engineer 
= Ва Warshaw Electric Company 


Denis Darragh 
Sales Manager 
MicroLite Corporation 


Teach your lighting to save you money! Learn about the latest in 
control technology and how to apply it to increase the efficiency of 
your lighting system. The speakers will review available technolo- 
gy (electronic ballasts, photocells, clocks, occupancy sensors, dim- 
ming systems, low voltage, and telephone control systems), The 
speakers will discuss how to design controls for energy manage- 
ment and user convenience and comfort, how to put the compo- 
nents of a smart lighting system together, how and when to inte- 
grate lighting control into the building’s mechanical control sys- 
tem, 4 factors in evaluating equipment and technology, how to 
design smart lighting control on a tight budget, and retrofitting. 
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2:30 P.M.-4:00 P.M. 


€ WHAT DO YOU MEAN BY “OR EQUAL”!!! 


T Gary Dulanski (Moderator) 
Engineer 
+ BY Warshaw Electric Company 


wf Dale Petersen, AIA (Owner's Rep) 
IL... Senior Project Manager 
Gensler and Associates 


Mary Ann Hay (Lighting Specifier) 
Director, Architectural Lighting Design 
Syska & Hennessy 


Ernest Clare (Project Manager/Contractor) 
Project Manager 
Coyne Electric 


! James F. Willey (Distributor) 
President 
Speclite (Specification Lighting Sales, Inc.) 


All ofthe players ona large commercial lighting project will offer their 
interpretations of what lighting specifications should contain, how to 
specify one-name-only and multi-vendor type products, and how to 
handle substitution requests. The pros and cons of product “packag- 
ing" will also be aired. Expect a lively and engaging discussion. 


m FROM BEVERLY HILLS TO THE BIG APPLE: 
RESIDENTIAL LIGHTING TECHNIQUES 


Lee Waldron, IALD, IES 
Pre: 
Grenald Associates, Ltd. 


sident 


5 Julia Poppen Rezek, IALD 
Lighting Designer 
Grenald Associates, Ltd. 


The speakers have mastered the art of incorporating an owner's 
personal taste into excellent design. Based on their experiences 
with homes on both coasts, they will address various approaches to 
lighting selected residential spaces and discuss ways to achieve 
unique solutions to typical situations. They will also cover control 
options, energy legislation, and daylighting. They will show you 
how to explore the design process and develop a methodology to 
choose appropriate lighting solutions. 
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€ HOW TO GET THE MOST FROM YOUR MARKETING 
& PUBLIC RELATIONS IN THE NEW NINETIES 


Joan L. Capelin, APR 

Principal and President 
Capelin Communications, Inc. 
Ms. Capelin will suggest that 1992 may best be characterized as a 
transition rather than a recession. Based on that premise, she will 
cover: how to decide where to look for work, how to present your- 
self in that new marketplace, who should be marketing for you 
now, and what materials they will need to get you through the 
change. Stressing "Business as Unusual," she will target your pub- 
lic relations effort, differences to expect in the 90's, and evaluate 
the need for P.R. Finally, she will reveal the one word that will 
make all your marketing simple and successful...now and forever, 


4:15 P.M.-5:45 P.M. 


* THE EUROPEAN COMMUNITY: 
STANDARDIZATION IN LIGHTING 


(Presented by the International Commission on Illumination) 


Philip Wychorski 
Quality Manager/Corporate Metrology Center 
Eastman Kodak Company 


Al Gough 
President 
Lighting Research Institute 


As boundaries and trade barriers erode, it may be time forthe U.S. to 
take a more active role in assuring the implementation of international 
lighting standards. That could include technical expertise, approval of 
standards, and a proactive rather than areactive stance. Cooperation 
between the International Organization for Standardization (ISO) and 
the Commission Internationale de I’ Eclairage (C.I.E) is essential in 
accomplishing those objectives. The speakers will challenge the manu- 
facturing, educational, and scientific communities to become part of 
that effort. Join them, and contribute your own thoughts to the discus- 
sion which might well affect your own practice in the future. 


E MUSEUM LIGHTING TECHNIQUES IN 
COMMERCIAL AND RESIDENTIAL SETTINGS 


d 
~ William Riegel, IALD, IES 
= Owner 
William Riegel Lighting Design 


LIBHTFAIR 
sean 


While there are no absolutes in lighting works of art, Mr. Riegel, the 
former lighting designer for the Metropolitan Museum of Art, will 
review the impact of differentapproaches and how they can be applied 
in home and office settings. He will address deterioration from light; 
effecti ories that screen harmful light rays; 
reconciling owner's preferences, architectural constraints, safety, and 
maintenance; the effects of framing and glazing; effective use of dim- 
mers and controls; and flexible design vs. maintenance. 


sources of ligh 


THURSDAY, MAY 7 


8:30 A.M.-10:00 A.M. 


NEW PRODUCT SHOWCASE 


10:00 A.M. - 6:00 P.M. 


EXHIBIT HALL OPEN 


5 A.M. - 1 


5 A.M. 


BEVERYTHING YOU WANTED TO KNOW ABOUT 
HID SYSTEMS FOR OUTDOOR APPLICATIONS 


John Kennedy 
Senior Outdoor Lighting Specialist 
GE Nela Park 


This comprehensive overview of HID sources will focus on facade 
illumination relating to night time advertising and security; and pro- 
vide a good basis of understanding for anyone concerned about the 
function, appearance, and safety of outdoor areas. Mr. Kennedy will 
also provide insight into the selection process, relative costs of d 
ent lighting systems, and their various maintenance characteristics. 


A * ENERGY CONSERVATION IN EUROPE 
AND ITS EFFECTS ON LIGHTING DESIGN 


Janet Turner 
Design Director 
Concord Lighting Limited 


te 


> 


Introduction by Wanda Jankowski 
Editor-in-Chief 
Architectural Lighting magazine 


INTERNATIONAL 


Ms. Turner will bring the British point of view to her discussion of cur- 
rent thinking in Europe vis-a-vis the energy shortage, and the impor- 

tance of caring for people and our environment. She will cover switch- 
ing and control management, and answer the questions: is 500 lux nec- 


essary on the working plane? and do we need exterior lighting?. She 
will alsoemphasize good luminaire reflector design as opposed to the 
current “throwaway” philosophy with lamp technology. 


€ LIGHTING HELP WANTED: 5 WAYS TO GET IT 


Æ Barbara L. Cianci, IALD 
Б Vice President 
5 


Horton-Lees Lighting Design, Inc. 


Karen Goldstick, IALD 
Director of Lighting 
Flack + Kurtz Consulting Engineers 


Keesler S. Cronin 
President 
Keesler Company 


Francis J. Lorenz 
Partner 
Edwards & Zuck, P.C. 


James R. Conti 

Lighting Designer 

Haines Lundberg Waehler 
Robert Prouse, IALD 
Partner 
‘w= Brandston & Partners 


The panel of lighting professionals reveals five types of available 
lighting design services, and what to expect from each after signing 
the contract. They will review how lighting design practices and 
services vary, how a lighting professional contributes to a project, 
and how to determine which type of service is appropriate for your 
project. They represent an independent lighting design firm, light- 
ing departments at engineering and architectural firms, a manufac- 
turer with design services, and an electrical engineering firm. 
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2:30 P.M 


00 P.M. 
E LIGHTING KITCHENS AND BATHS 
Jane Grosslight 


Program Director, Arts and Design 
Florida State University 


Ms. Grosslight will share insights for capturing a fair share of the dollars 
spent on these spaces. She will cover the avoidance of design cliches; 
eyecatching light strategies; advantages and disadvantages of low-volt- 
e; the distinction between linear fluorescent and linear incandescent 
fortasks; a determination of when neon, cold cathode, or prismatic tubes 
or film is suitable; and fiber optics usage. Finally, you will participate in 
her patented RUB & SHOW exercise for designing kitchen scenes. 


E DESIGN CONSIDERATIONS IN THE 
LIGHTING OF OUTDOOR SPORTS FACILITIES 


John Frier, FIES 
President 
J.P. Frier Lighting Design, Inc. 


Mr. Frier will present complete guidelines for lighting outdoor baseball, 
softball, football, soccer, and tennis facilities. You will leam how to deter- 
mine mounting heights and dimensions; determine the number of flood- 
lights, light source and wattage; control glare, on the field and off; satisfy 
TV requirements without compromising the needs of players; understand 
and implement the new IESNA sports lighting recommendations; and how 
computer calculations of ball brightness can help increase player visibility. 


A THE CARROT, THE STICK, AND THE FLAG: PRO- 
MOTING ENERGY CONSERVATION IN LIGHTING 


SN Robert Davis 
Head of Efficient Lighting R&D Program 
Lighting Research Center, Rensselaer Polytechnic Institute 


Programs promoting energy conservation are |) those that provide utility 
rebates (Carrot), 2) those that regulate the use of lighting products (Stick), 
and 3) those that promote broad societal and environmental benefits (Flag). 
As Mr. Davisanalyzes the pluses and minuses of each, you will leam why 
utility predictions for savings are not always realized; what to expect in 
future utility incentive programs; three main approaches to lighting codes: 
and why environmental advocacy groups care about the positive and nega- 
tive impacts of lighting. 
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4:15 P.M.-5:45 P.M. 


ШЕ MERCHANDISING LIGHTING: UNLOCKING THE 
SECRETS OF NIKE TOWN 


Robert J. Dupuy, IALD, IES 
Principal 
RDS, Inc. 


One of the most talked about retail lighting projects, and one of the 
most controversial, is Nike Town. This innovative new concept store 
has taken retail to the cutting edge. The project will come to life as this 
case study peels back the mystery and reveals the inner workings of 
Nike Town. Among the questions Mr. Dupuy will answer are 1) What 
is retail theater? 2) Is Nike Town the future of retail? and 3) Can good 
design and the energy code co-exist with each other? 


A USES AND ABUSES OF UTILITY REBATE DOLLARS 


Robert Davis ( Moderator) 
Head of Efficient Lighting R&D Program 
Lighting Research Center, Rensselaer Polytechnic Institute 


C. Charles Occhino, C.L.M.C. 
President 
Nat'l Assoc. of Lighting Mgt. Companies (NALMCO) 


Kevin Cress, C.E.M. 
Program Coordinator/Small C & I Lighting Program 
New England Power Service Company 


Hayden N. McKay, AIA, FIES, IALD 


2 
€ Principal 


2. Hayden McKay Lighting Design 


The panelists, each representing a different viewpoint, will discuss 
how to take advantage of rebate programs and avoid some of the 
pitfalls inherent in many of them. The following topics will be dis- 
cussed: how to work with the utility to achieve energy conservation 
goals; how to keep quality in the energy conservation equation, and 
what happens when quality is not considered; how to determine 
when "redesign" makes more sense than “retrofit”, and how incen- 
tive programs frequently accommodate both methodologies; and 
how maintenance companies utilize rebate programs to market effi- 
cient technologies. 


cmq T 


9:00 A.M. - 3:00 P.M. 


EXHIBIT HALL OPEN 


10:15 A.M. - 11:45 A.M. 
ETHE ARTISTRY OF DECORATIVE LIGHTING 
Mark D. Kruger, IALD, IES 


President 
Kruger Associates 


Mr. Kruger's will share his observations on stylistic expressions, the 
influences of religion on the evolution of the decorative luminaire, the 
art of the painted glass lamp shade, the architectural envelope itself as 
decorative light giver, expressions of thematic content and Holly- 
wood's influence on the decorative lighting fixture, and the gas light 
era. You will be encouraged to apply the techniques of architects, 
artists, and lighting designers past and present in your own projects. 
Bring pen, paper, and your imagination. 


E KEEPING BRIGHT LIGHTS FROM TURNING 
INTO DIM REALITIES 


Gary Gordon, IALD, IES 
Principal 
i Gary Gordon Architectural Lighting, Inc. 


Mr. Gordon will focus on avoiding potential disasters when light- 
ingequipmentis to be integrated with architecture. He will explain 
how to balance brightness in interior space, select the best light 
source for the job, light artwork, light humans, determine the cor- 
rect color of light, design architectural coves that work, and specify 
finishes compatible with the lighting system. You are invited to 
present your own current lighting problems during the question 
and answer period. 
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Noon-1:30 P.M. 


BUSING DRAMA IN ARCHITECTURAL LIGHTING 


Craig A. Roeder 
~ President 

“ »h Craig A. Roeder Associates, Inc. 
Dramacanenhance a designer''s talent and skills. It brings an added dimen- 
sion to projects, and can create psychological advantages and stimulate 
sales. Drama can run the gamut from subtle nuance to bold statement, and 
Mr. Roeder will reveal how to achieve these enhancements—why dramatic 
lighting works, how to place fixtures, and what fixtures to use. 


2:30 P.M.-4:00 P.M. 


E HOW TO SOLVE LIGHTING PROBLEMS IN 
AUDIO-VISUAL FACILITIES 


Michael John Smith, AIA, IES, IALD, 
Lighting Consultant 


3 


Whether used for teleconferencing, entertainment, or meetings, A/V 
space is found in buildings from commercial offices to schools to 
hotels. Mr. Smith will explain how to create a welcoming entry 
image, how to focus the audience's attention onto the program, how 
to maintain attention over the entire session, how to reinforce differ- 
ent activities, how to select appropriate luminaire types, and how to 
design a user-friendly control system. 


Introduction by Wanda Jankowski 
Editor-in-Chief 
Architectural Lighting 


E x LIGHTING THE LOST CITY 
Jeffrey 1.1. Miller, IALD 
President/Director of Design 

“% Lightsource, Inc. 


Faced with the challenge of lighting a $200 million, 26 hectare project 
recreating a mythical civilization in Southern Africa, that includes golf 
courses, playgrounds, exotic landscapes, entertainment centers, and a 
hotel, Mr. Miller sought to provide authentic lighting (ancient), with- 
outcompromising contemporary requirements. He will discuss 
responses to environmental concerns, resource conservation , and light 
trespass. He will include advice on dealing with local conditions and 
equipmentavailability. 
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"Lagniappe" means “bonus 


something extr: 


DEFINING LAGNIAPPE 


and you'll finds lots of extras at LIGHTFAIR INTERNATIONAL. Bonus events at 


the show will enlighten, educate, entertain, and enrich. In short, they will illuminate your whole LIGHTFAIR INTERNATIONAL expe- 
rience, adding new dimensions to your personal and professional life. 


WEDNESDAY, MAY 6 
Noon-1:15 P.M. 


SPECIAL ASID/NY PRESENTATION 
LIGHTING FOR THE AGED IN RESIDENTIAL 
AND COMMERCIAL SETTINGS 


Linda Blair 
President-Elect 
ASID/NY Chapter 


Weare all aware that the aging process diminishes the ability to grasp, 


reach, bend, twist, hear, and see. By age 70, a person requires three to 
six times as much light to see as the average 30 year old. Understand- 
ing the physical limitations can help contribute to greater sensitivity 
on the part of designers, and stimulate alternative approaches to light- 
ing spaces frequently inhabited by older people. Ms. Blair offers 
guidelines for overcoming unnecessary barriers. 


Fee: $50 


8:00 P.M.-Midnight 


SPECIAL DIFFA/C.W.A.C. 

PEDIATRIC AIDS FUNDRAISER 

BLACK TIE (optional) DINNER CRUISE AROUND 
MANHATTAN ISLAND 


Noone has escaped the AIDS epidemic; every single one of us knows 
someone whois infected, or has known someone who died. All AIDS 
is tragic, but pediatric AIDS claims victims whocan'teven begin to 
understand why they have been singled out for this deadly plague. 
This is your opportunity to let them know you care. The Design 
Industries Foundation for AIDS, and The Children With AIDS Com- 
mittee, Ltd., will sponsora gala dinnercruise aboard the ship "New 
Yorker". Included are a 5-course meal, open bar, dancing to a 7-piece 
orchestra, guest spots by star performers who are donating their time, 
andasilent auction. Revenues will be contributed to the pediatric 
AIDS effort. Departure is from Pier 81, West Side Highway at 42nd 
Street. Guests must make their own transportation arrangements. The 
ship sails at 8:00 P.M. sharp: guests must be aboard by that time. 
Boarding will take place between 7:30 P.M. and 8:00 P.M. Seating is 
limited, so make your reservations early. 


Cost: $175 per person $1750 per table of 10 
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THURSDAY, MAY 7 
8:30 A.M.-10:00 A.M. 


NEW PRODUCT SHOWCASE 
Sponsored by Record Lighting 


Ourmost popular event has been divided into 2 parts to accommodate 
many innovative products introduced over the past year. A distinguished 
committee comprised of [ALD and IESNA representative members has 
reviewed each submission and selected all those that meet the estab- 
lished criteria for inclusion in the Showcase. A descriptive commentary 
will accompany each product, and most products can be further viewed 
in the exhibiting company s booth. This is a must-attend session fora 
guide to what's new. The following categories have been established: 

* Outdoor 

* Commercial/Fluorescent 

* Recessed Downlights 

* Decorative Fixtures 

+ Industrial/Commercial 

+ Lamps/Ballasts 

* Controls 

* Custom Applications 

* Lighting Design Software 

* Other 
Fee: $30 
Coffee and Danish provided by Record Lighting 


10:00 A.M.-5:00 P.M. 


SPECIAL CEU COURSE: 

.6 CEU's, ACCREDITED BY ASID AND IBD 
ILLUMINATION SPECIFICATION FOR 
THE INTERIOR DESIGNER 


Nancy Eckman Clanton, P.E. 
President 
& Clanton Engineering 
The concepts offered by Ms. Clanton in this core level course will give 
the designera fresh approach to specifying, whether the projectis for pri- 
vate or public usc. You will learn how to integrate the most sophisticated 
illumination into even the smallest project. Two hours will be devoted to 
color and light, two hours to residential lighting, and two hours to retail 
lighting. There will bea one-hour break for lunch, which is not included. 
Fee: $100 


LIBHTFAIRI 


SPECIAL DESIGNERS LIGHTING FORUM OF NEW YORK 
PRESENTATION 
LUXE LIGHTING WITH ENERGY EFFICIENT SOURCES 


Connie Jensen ( Moderator) 
Founder and Principal 
Lighting Professionals, Inc. 


Edward Effron 
Principal 
Edward Effron Associates 


Lesley Wheel, FIALD 
President 
Wheel Gersztoff Friedman Shankar, Inc. 


Two noted lighting designers will demonstrate how they approach 
contemporary and traditional spaces maximizing use of light 
sources for tomorrow. They will point out that your client wants 
luxe, subtlety, and richness... but your client also wants energy effi- 
ciency. What to do? The speakers will discuss how, what, and 
where to use small scale, energy efficient sources in small scale fix- 
tures to substitute for standard incandescents. 


Fee: $60 


5:30 P.M.-Wee Hours 


1992 IALD AWARDS DINNER 


Co-Sponsored by Interiors 


This elegant and festive occasion will recognize outstanding light- 
ing projects and their designers. In addition to honoring colleagues, 
it's atime for anyone involved in lighting to mingle at the world 
renowned Limelight, a nightclub dramatically set within a 19th 
century landmark church. All LIGHTFAIR registrants are cordial- 
ly invited to join their peers for an evening of fun and celebration. 

The schedule follows: 

*5:30 P.M.-6:30 P.M. Cocktail Hour 

*6:30 P.M.-8:00 P.M. Dinner 

* 8:00 P.M.-9:30 P.M. Awards Presentation 

*9:30 P.M.-10:00 P.M. V.I.P. Lounge 

* 10:00 P.M.-? Dancing and Fashion Show 
The official program ends at 10:00, but all are invited to stay for the 
regular Thursday night events, the fashion show and dancing. Seat- 
ing is limited; early reservations are suggested. The Limelight is 
located at 47 West 20th Street. 
Cost: $95 per person. $950 groups of 10 


INTERNATIONAL 


FRIDAY, MAY 8 
10:00 A.M.-5:00 P.M. 
SPECIAL CEU COURSE: 


.6CEU'S, ACCREDITED BY ASID AND IBD 
ENERGY SAVING LIGHTING 


Steven Mesh, IALD, IES 
President 
= А Mesh & Juul, Incorporated 


Mr. Mesh will cover the following topics: "Energy Saving” checklist, 
how to save energy and maintain high lighting quality, how much ener- 
gy should be saved, where to get information about energy rebate pro- 
grams and energy efficient lighting products, how to interpret informa- 
tion about high efficiency lighting, 5 ways to ensure that facilities will 
save energy and look and function as desired, which lighting "numbers" 
to look out for, and what they mean, and 4 types of control systems. 
Lunch is not included; there will be a one hour break 


Fee: $100 


SPECIAL TUTORIAL 

HOW TO MARKET YOUR FIRM'S DESIGN SERVICES 
ABROAD OR INTERNATIONAL MARKETING FOR 
THE NERVOUS DESIGN PROFESSIONAL 


June Е. Schoenfeld 
International Marketing Consultant 


Ms, Schoenfeld will review the following issues: | ) ls your firm ready todo 
international projects? 2) Ten things you cando to make your firm competi- 
tive in the intemational marketplace; 3) How totake a look at the internation- 
al markets without spending a bundle; 4) Why 1992 is the best yearin 15 
years to begin attacking international markets; 5) Five things in yourcurricu- 
lum vitae that will really impress foreign clients; 6) Making your first intema- 
tional short list; 7) How to get information on international markets, mostly 
for FREE: 8) Howto work in unstable countries; and 9) What to do with that 
old doomsday prophet in your firm who resists foreign work. 

Fee: $100 
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ALP. Lighting & Ceiling 
Products 

6333 Gross Point Rd. 
Niles, IL 60648 

Booth 503 

(312) 774-9550 

(312) 774-9331 Fax 

Lighting Louvers, Lenses, Dif- 
fusers and Components 


AAMSCO 

Р.О. Box 15119 

Jersey City, NJ 07305 

Booth 625 

(201)434-0722 

(201) 434-8535 Fax 

Linear Lighting in Fluorescent 
and Incandescent for Residential 
and Commercial Applications 


Acrilux SpA 
Viale Passionisti 25 
62019 Recanati (MC) Italy 
Booth 124 
(39)71981259 
(39)71981958 Fax 


Adams & McMahom Lighting 
Company 

1847 Brooke Lane 
Fullerton, CA 92633 

Booth 952 

(714) 525-2830 

(714) 879-8604 Fax 
Architectural low voltage track 
light, recess down light, land- 
scape lighting 


Advance Transformer Co. 
10275 W. Higgins Rd. 
Rosemont, IL 60018. 

Booth 100 

(708) 390-5000 

(708) 390-5 109 Fax 

Electronic & magnetic ballasts 
forthe operation of fluorescent & 
high intensity discharge lighting 
systems 


Alanod Aluminum-Veredlung 
GmbH 

Egerstrasse 12, P.O. Box 1102 
D-5828 Ennepetal-| 
GERMANY 

Booth 808 

(49/2333) 8301-0 

) 8301-33 Fax 
anodized aluminum 
reflector sheet and coil 


Аксо 

11500 Melrose Ave. 

Franklin Park, IL 60131 
Booth 615 

(708) 451-0700 

(708) 451-7512 Fax. 
Undercabinet, task lights, medi- 
cal. specialty lighting 


Aluminum Coil Anodizing 

501 East Lake Street 
Streamwood, IL. 60107 

Booth 1025 

(708)837-4000 

(708) 847-0814 Fax 

Pre-anodized aluminum lighting 
sheet for reflectors and parabolic 
louvers 


American Louver Company 
7700 North Austin Avenue 
Skokie, IL 60077 

Booth 924 

(708) 470-3300 

(708)470-0420 Fax 

Plastic lighting lenses and louvers: 
aluminum louvers and baffles 


Anniston Ballast Company 
1750 Coleman Road 

Anniston, AL 36201 

Booth 950 

(205) 835-0900 

(205) 835-099? Fax 

Electronic ballast for fluorescent 
lamps 


Appleton Lamplighter 

P.O. Box 1434 

Appleton, WI 54913 

Booth 1024 

(414) 730-9001 

(414) 739-1656 Fax 

Custom decorative lighting intro- 
ducing new standard fixtures 


Architectural Lighting 
magazine 

Miller Freeman Inc. 

1515 Broadway 

New York, NY 10036 

Booth 1003 

(212) 869-1300. 

(212)302-6273 Fax 
ARCHITECTURAL LIGHT- 
ING, the industry's leading maga- 
zine, is read by nearly 200,000 
architects, interior designers, 
landscape architects, lighting 
designers and lighting specific 
Editorial focuses on innovative 
commercial, residential and 
industrial applications, product 
technology, business develop- 
ments, design styles and tech- 
niques, and energy conservation. 
A memberof the Commercial 
Design Network. 


Architectural Lighting 
Systems 

P.O. Box 589 

30 Sherwood Drive 
Taunton, MA 02780 

Booth 1106 

(508)823-8277 

(508) 822-6787 Fax 

A compl of high perfor- 
mance architectural lighting 
products in both extrusion & steel 


Architectural Record/ 
Record Lighting 

1221 Avenue of the Americas 
New York, NY 10020 


2-4256 Fax 


lished fourtimes per year by 
ARCHITECTURAL RECORD 
presents the state of the artin 
lighting design and technology 
forover 100,000 lighting product 
specifiers 


J Architectural Lighting April 1992 


EXHIBITOR LIST 


Ardee Lighting/U 
P.O. Box 370375, 
Miami, FL. 33137 
Booth 49 

(305) 531-7978 
(305) 532-6800 Fax 

Low voltage, incandescent & 
halogen linear light strip system, 
track, spots & downlight 


Artemide Inc. 

1980 New Highway 
Farmingdale, NY 11735 

Booth 659 

(516) 694-9292 
(516)694-9275 Fax 

Leading manufacturerof award- 
winning Italian and American 
architectural lighting 


Atlite Lighting 

57-47 47th Street 

Maspeth Queens, NY 11378 
Booth 335 

(718)497-0394 
(718)436-6000 Fax 
Manufacturers of recessed and 
emergency lighting 


Aura Lighting Inc. 

791 Benson, Suite E 
Upland, СА 91786 

Booth 763 

(714) 985-3864 

(714) 949-8815 Fa 

Low voltage manufacturer of 
decorative, architectural lighting 
products 


B-K Lighting, Inc. 
2719N, Air Fresno Drive 
Fresno, CA 93727 
Booth 1052 

(209) 255-5300, 

(209) 255-2058 Fax 


B. Plus L. Technologies Ltd. 
3675 Grande-Allee* 

Boisbriand, Quebec 

CanadaJ7H 1H5 

Booth 868 

(514)433-9100 

(514)433-9807 Fax 

Electronic converter, multi-disci- 
plinary for low-voltage lighting 
applications. 


Badger U.S. A., Inc. 

P.O. Box 138 

103 Water Street 

Baraboo, WI 53913 

Booth611 

(608) 356-7744 

(608) 356-8084 Fax 

Megalux custom fluorescent light 
reflectors, silver, anodized alu- 
minum, and aluminum film, and 
Megalux fluorescent light fix- 
tures 


Baldinger 

19-02 Steinway St. 
Astoria, NY 11105 
Booth 507 

(718) 204-5700 
(718) 721-4986 Fax 


Custom lighting and decorative 
lighting designed by world 
renowned architects and design- 
ers forcommercial and residen- 
tial use 


BEGA 

Р.О. Box 1285 
Carpinteria, CA 93014-1285 
Booth 624 

(805) 684-0533 

(805) 684-668, 
Architectural intenorand exterior 
and low voltage lighting for com- 
mercial, industrial and residential 
applications 


Beghelli, Inc. 

11221-2 St, John's Industrial 
Pkwy. South 

Jacksonville. FL 32216 
Booth 414 

(904) 646-4416 

(904) 646-1949 Fux 
Emergency and energy-saving 
lighting systems 


Belfer, Norbert Lighting Man- 
ufacturing Co., Inc, 

1703 Valley Road 

Ocean, NJ 07712 

Booth 730 

(908) 493-2666 

(908)493-2941 Fux 

Compact fluorescent, linear 
incandescent and low voltage 
light strips; task and step lighting 


Bodine 

P.O, Box 460 

Collierville, TN 38027-0460. 
Booth 804 

(901)853-7211 
(901)853-5009 Fax 
Unobtrusive emergency lighting 
for HID and fluorescent lamps 


Brownlee Lighting, Inc. 
3071-K N. Orange Blossom Trail 
Orlando, FL. 32804 

Booth 214 

(407) 297-3677 

(407) 297-3705 Fax 

Nation's largest manufacturer of 
decorati nergy efficient lumi- 
naires utilizing the compact fluo- 
rescent, HPS and MH lamps - 
available in sconces, ceiling and 
wall units, retrofits, security, bath 
and vanity 


Bulbrite Industries Inc. 
71 Schrieffer St. 

South Hackensack, NJ 07606 
Booth 752 

(201)489-7777 
(201)489-9628 Fax 

All Kinds of light bulbs: incan- 
descent, fluorescent tube, halo- 
gen, HID compact fluorescent 
bulbs, HPS metal halide. etc. 


C.E.W. Lighting, Inc/Eye 
Lamps 

14040 Welch Rd. 

Dallas, TX 75244 

Booth 324 


(214)960- 1993 
(214)387-9711 Fax 

EYE Brand HID and halogen 
lamps, ballast and ballast Kits, 
Cad-Star Highbay reflectors 


Cable Lite Corporation 

15510 Wright Brothers Drive 
Dallas, TX 75244-2137 

Booth 1124 

(214) 239-5483 

(214) 239-5489 Fax 
Manufacturers of solid core opti- 
cal light cable and light source. 
illuminators, plus many other 
related products 


Canplas Industries Ltd. 

31 Patterson Rd., Box 1800 
Barrie, Ontario LAM 4V3 
Booth 644 

(705) 726-3361 

(708) 726-8991 Fax 

Innovative non-metallic outdoor 
lighting products 


Capitol Lighting Products 
Corp. 

159 Alexander St. 

Yonkers, NY 10701 

Booth 842 

(914)969-3400 
(914)969-4405 Fax 

Low voltage and 1 10 v. linear 
lighting for decorative, d 
floor & steps, indirect, and task 
applications 


Capri/Omega Lighting 
6430 E, Slauson Ave. 


Booth 1000 
(213) 726-1800 
(213) 728-1319 
Architectural recessed incandes- 
cent, low voltage, HID, fluores- 
cent and track lighting 


Carlon, A Lamson & Sessions 
Compan: 
25701 Science Park Drive 
Cleveland, OH 44122 

Booth 745 

(216)831-4000 

(216) 831-5579 Fax 
Nonmetallic electrical products 
and wiring devices forthe DIY 
market and a complete line of 
lighting and fan speed controls 


CEE News/Intertec Publishing 
888 7th Avenue, 38th Floor 

New York, NY 10106 

Booth 1136 

(212) 332-0633 

(212) 332-0663 Fax 

Amonthly publication contain- 
ing product-oriented information 
about electrical products and 
product applications; industry 
news and information on prod- 
ucts, tools, installation and main- 
tenance procedures, National 
Electrical Code applications and 
changes and practical design 
methods for use by electrical con- 
tractors, planyfacilities person- 


nel, electrical engineers and other 
electrical professiona 


Chloride Systems 
126 Chloride Road 
Burgaw, NC 28425 
Booth 536 
(919) 259-105 
(919) 259-1 141 


ах 


Colortran Environmental 
Lighting 

1015 Chestnut Street 
Burbank, CA 91506 

Booth 837/839 

(818) 843-1200 
(818)954-8520 Fax 
Dimming, control and special 
lighting equipment 


Con-Tech Lighting 
130N. Waukegan Road. 
Deerfield, IL. 60015 

Booth 632 

(708) 945-0303 

(708) 945-0096 Fax 

Accent lighting; track and low 
voltage recessed 


Contract Design magazine 
Miller Freeman Inc. 

1515 Broadway 

New York, NY 10036 

Booth 1003 

(212) 869-1300 

(212) 302-6273 Fux 
CONTRACT DESIGN, the lead- 
ing commercial design magazine 
is read by over 100,000 leading. 
interior design rchitects and 
furniture specifiers who work 
exclusively on commercial pro- 
jects. Contract Design's empl 
ison problem solving: how intet 
ordesign affects the way offices, 
retailing, health care, manufa 
turing, hospitality and education 
function through the creation of 
their interior spaces. A member 
of The Commercial Design Net- 
work. 


Cooke Corporation 

900 Hertel Avenue 

Buffalo, NY 14216-0209 
Booth 769 

(716) 833-8247 

(716) 836-2927 Fax 
Handheld illuminance meter 


Cooper Lighting. 

400 Busse Rd. 

Elk Grove Village, IL 60007 
Booth 458 

(708) 956-8400 

(708)956-1537 Fax 
Incandescent, fluorescent and 
HID lighting fixtures forindoor 
and outdoor industrial, commer- 
cial and residential lighting appli- 
cations 


Cornelius Architectural 
Products 

30 Pine Street 

Pittsburgh, РА 15223 
Booth 860 

(412) 781-9003 

(412) 781-7840 Fax 


Comelius specializes in manu- 
facturing a wide range of high 
end, custom designed interior and 
exterior products for new and 
renovated building projects; Spe- 
cialists in aluminum, stainle 
steel, brass and bronze fabri 
tion; products include light fix- 
tures, street lights, kiosks, 

planters, elevator fixtures, grilles, 
door pulls, architectural metal- 
work and sign systems, 


CSL Lighting Mfg. 
25070 Avenue Tibbetts 
Valencia, CA 91355-3447 
Booth 712 


x 
Winner of the Third Arts Award 
as 1992 Lighting Manufacturer 
Of The Year, will show low volt- 
age, utilitarian, recessed, and dec- 
orative products, Will demon- 
strate the latest in lighting tech- 
nology utilizing the new energy 
efficient GE 2D product line, 


Dazor Manufacturing Corp. 
4483 Duncan Avenue 

St, Louis, MO 63110. 

Booth 959 

(314)652-2400 
(314)652-2069 Fax 
Manufacturer of portable task 
lighting forcommercial and 
industrial use 


a St. 
Chicago, IL 60622-5438 
Booth 1030 

(312) 738-3305 

2402 Fax 
Dimming & control systems 
specification consultants 


Designplan Lighting, Inc, 
P.O. Box 271 

Milford, NJ 08848 

Booth 915 
(908)995-7111 

(908) 995-7802 Fax 
Vandal resistant lighting. 


Devine Design 

One Design Drive 

North Kansas City, MO 64116 
Booth 321 

-9440 

868 Fax 
Architecturally designed com- 
mercial outdoor lighting 


Du Pont 

Barley Mill Plaza BMP 18-1165 
Wilmington, DE 19880-0018, 
Booth 944 

(302) 992-3920, 

(302) 992-3088 Fax 
Engineering plastics used in 
applications requiring electrical 
and physical properties at elevat- 
ed temperatures 


Ecolite Manufacturing Co. 
P.O. Box 11366 
Spokane, WA 99211 


Booth 1055 

(509) 922-8888 

(509) 922-8866 Fax 

Aluminum parabolic louvers and 
cross baffles 


Edison Price, Inc. 
409 East 60th Street 
New York, NY 10022 


Booth 600 

(212) 838-5212 

(212) 888-798 Fax 

Energy saving architectural 
downlightsand wall washers 
using compact fluorescents, 
white SON andlow voltage AR 
and MR lamps 


abitat SRL 

Via Luchino Del Maino 12 
Milano Italy 20146 
Booth 1204 
392/4814800 
392/48193013 Е; 
ILLUMINOTECNICA - 
INTERNATIONAL LIGHT- 


COMPON 
TIONAL 

NENTS Magazine, FLARE 
ARCHITECTURAL LIGH 
ING Magazine 


Edward Pashayan & Co., Inc. 
1053 Metropolitan Avenue 
Brooklyn, NY 11211 

Booth 765 

(718) 384-3228 

(718) 599-3203 Fax 


Elba U.S.A., Inc. 
17870 Castleton Street 
Suite 230 
Industry, CA 91748 
Booth 1131 
(818) 913-0341 
(818) 913-0142 
Electronic ballast for fluorescent 
and compact fluorescent lamps 


X 


Electrical Construction & 
Maintenance (EC&M) 
Intertec Publishing 

888 7th Avenue, 38th Floor 
New York, NY 10106 
Booth 1136 
(212)332-0633 
2)332-0663 
A monthly publication serving, 
electrical contractors, electrical 
engineers and consultants, 
well as on-staff electrical person- 
nel in manufacturi dnon- 
manufacturing facilities 


Electrical Contractor 
7315 Wisconsin Avenue 
Suite 1300 West 
Bethesda, MD 20814 
Booth 954 

(301) 657-3110 

(301) 961-6495 Fax 
The best monthly ma 
ing electrical contractors 55 
the nation; anew newsletter 
ELECTRONIC & LOW- 
VOLTAGECONTRACTOR, 
serving contractors in the low- 


ШИ 


INTERNATIONAL 


voltage (including lighting) spe- 
cialty business 


Electrical Marketing 
Intertec Publishing 


888 7th Ave., 38th Floor 
New York, NY 10106. 
Booth 1136 


(212) 332-0633 
(212) 332-0663 Fax 
A biweekly newsletter covering, 


acquisitions/mergers, economic 
trends, marketing opportunities, 
new product lines, and personnel. 


Electrical Wholesaling, 
Intertec Publishing 

ВКК 7th Ave., 38th Floor 

New York, NY 10106 

Booth 1136 

(212)332-0633 

(212) 332-0663 Fax 

A sales and marketing-oriented 
monthly publication serving the 
owners, man 
ple of wholesale electrical di 
utorships. 


Electronic Ballast Technology 
2510 West 237th Street 
Torrance,CA 90505 

Booth 639 

(310) 784-2000 

(310) 534-8214 Fax 

EBT manufactures and markets 
dedicated and dimming high fre- 
quency electronic ballast for T 12, 
T10, T8, Twin High Power and 
Quad (four pin) compact fluores- 
cent lamps 


Elliptipar, Inc. 
145 Orange Ave, 
West Haven, CT 06516 
Booth 816 

(203) 932-2266 
(203) 932-4899 


energy efficient; incandescent, 
fluorescent, HID 


Energy User News/The Chilton 
Company 

One Chilton Way 

Radnor, PA 19089 

Booth 733 

(215) 964-4659 

(215) 964-4273 Fax 

News publication edited for pro- 
fessional energy managers, facil- 
ity managers, and building own- 
ersof commer dustrial and 
institutional facilities 


Environmental Protection 
Agency - Green Lights 
ANR-445,401 M Street, SW 
Washington, DC 20460 
Booth 835 

(202) 862-1201 

(202) 828-6766 Fax 

Green Lights - a voluntary pro- 
gram sponsored by EPA to 
encourage the use of energ 
cient lighting technologie: 
throughout the nation 


-effi- 


Eurofase, Inc. 

6499 N.W. 12th Avenue 

Fort Lauderdale, FL. 33309 
Booth 648 

(305) 968-7225 

(305) 968-7228 Fax 

ropean manufactured archi- 
tectural lighting, low voltage 
halogen track and recessed 
lighting 


Facilities Design & 
Management magazine 
Miller Freeman Inc, 
1515 Broadway 

New York, NY 10036 
Booth 1003 

(212) 869-1300 

(212) 302-6273 


executives responsible for their 
corporate environments, Read by 
over 100,000 executives at small 
to mid-size, as well as Fortune 
500 companies, in industries 

ng from health care to man- 
ufacturing to financial and other 
service-related sectors, In-depth 
rovided on all 

es management, 
Commercial 


Design Network. 


Faplex Industries Inc, 

4101 Weston Road 

Toronto, Ontario, Canada MOL 
1W6 

Booth 849 

(416)745-3501 


Energy efficient lighting fixtures 
utilizing compact fluorescent 
light sources for residential and 


commercial applications 


Fiberstars, Inc. 

47338 Fremont Blvd. 
Fremont, CA 94538 

Booth 1061 

(800) 327-7877 

(510) 490-3247 Fax 

Fiber optic lighting using both 
side-lit and end-lit applications, 
with HID and quartz halogen 
sources 


Flexiwatt Corporation 
7845 Cessna Avenue 
Gaithersburg, MD 20879 
Booth 1037 

(301) 948-2228 
(301) 948-2879 Fa 
Commercial fluorescent light 
dimming products 


Flexlite, Inc. 

92 Northfield Avenue 

Edison, NJ 08818. 

Booth 668 

(800) 932-9899 

(908) 225-7454 Fax 

Energy efficient exit sign retrofit 
and flexible decorative colored 
lighting 
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FLOS, Incorporated 

200 McKay Road 

Huntington Station, NY 11746 

Booth 531 

(516) 549-2745 

(516) 549-4220 Fax 

"he Expanded Line Network low 
age lighting system forcom- 
mercial and residential applica- 

tions; ULL. listed, 


Foremost Manufacturing Co, 
941 Ball Avenue 

Union, NJ 07083 

Booth 454 

(908) 687-4646. 

(908) 687-9628 Fax 
Aluminum lighting reflectors, 
formed or spun metal products, 
housings, enclosures, ete, 


GE Lighting 

Nela Park 

Cleveland, OH 441 12 

Booth 420 

(216) 266-2187 

(216) 266-2010 Fax 

Lamps for commercial & indus 
trial lighting 


Wiring Devices 
Service Avenue 
arwick, RI (288 
Booth 331 
(401) 886- 
(401) 886- 
Simple-to-use, simple-to-operate 
lighting automation system 
designed for use in commercial 
and industrial applications 


The Genlyte Group 

100 Lighting Way 

Secaucus, NJ 07096 

Booth 758 

(201) 864-3000 

201) 392-3784 Fax 

nlyte manufactures commer- 

dential & industrial light- 
ing fixtures and controls for both 
indoor and outdoor application, 

using incandescent, fluorescent 

and HID light sources 


Harris Manufacturing Inc. 
P.O. Box 2429 

Orange Park, FL 32067-2429 
Booth 643 

(904) 269-7878 

(904) 269-1221 Fax 

Retrofit specular fluorescent 
lighting reflectors and energy 
efficient fixtures 


Hatch Transformers, Inc. 
5126 Le Tourneau Circle 
‘Tampa, FL 33610 

Booth 327 

(813)621-7604 

(813)623-2229 Fax 

Electronic 12 volt transformers 
and compact fluorescent ballasts 


Home Lighting & Accessories 
Magazine/Doctorow Commu- 
nications 

1115 Clifton Avenue 

Clifton, NJ 07013 

Booth 658 

(201) 779-1600 

(201) 779-3242 Fax 


L Architectural Lighting 


Since 1923 the magazine of the 
residential lighting industry, for 
retailers, electrical distributors, 
architects, specifiers, manuf 
turers and lighting professionals. 


Honeywell, Inc. 

1985 Douglas Drive North 
MN10-1425 

Minneapolis, MN 55422-3992 
Booth 408 

(612)542-6462 

(612) 542-6982 Fax 

Full line of automated lighting 
controls forcommercial and resi: 
dential use 


Hybec 

1000 Alexander Court 
Cary, IL. 60013 

Booth 218 

(708) 639-1806 

(708) 639-8277 Fax 
Manufacturer of halogen, HPS, 
metal halide, fluorescent & 
incandescent lamps 


Hydrel 

12881 №. Bradley Ave. 

Sylmar, CA 91342 

Booth 900 

(818)362-0465 
(818)362-6548 Fax 
Architectural, landscape, under- 
water lighting fixtures, custom 
fountains and fountain compo- 
nents 


ILC Enercon Corporation 
7464 West 78th Street 
Minneapolis, MN 55424 

Booth 509 

(612) 829-1900 

(612) 829-1901 Fax 
Stand-Alone and Networked 
Lighting Controllers featuring the 
innovative 2 wire transformer 
relay 


Illuminating Engineering Soci- 
ety of North Americ 
345 East 47th St., Ninth 
New York,NY 10017 
Lobby Booth B 

(212) 705-7926 

(212) 708-7641 Fax 
IESNA, co-sponsorof LIGHT- 
FAIR. is a technical socie! 
whose purpose is to advance the 
art, science, and practice of illu- 
mination. IESNA publishes near- 
ly 100 technical and design 
reports, the IESNA Lighting 
Handbooks, Lighting Design + 
Application magazine, and the 
Journal of the Its member- 
ship is approximately 10,000and 
sections are located across the 
country. 


loor 


Illuminating Experiences 

233 Cleveland Avenue 
Highland Park, NJ 08904 
Booth 130 

(908) 745-5858 

(908) 745-9710 Fax 

Contract commercial, hospitality 
and custom decorative fixtures 


Illumination Concepts & Engi- 
neering, Inc. 
500 Callahan Road 


April 1992 


North Kingstown, RI 02852 
Booth 744 

(401)295-2533 

(401) 295-5984 Fax 
Architecturally and photometri- 
cally designed linear and custom 
lighting systems 


Indy Lighting, Inc. 
8431 Castlewood Drive 
P.O. Box 50710 
Indianapolis, IN 46230 
Booth 437 
(317)849-1233 
(317) 576-8006. 
Commercial accent lights, down- 
lights & track lights utilizing 
incandescent, compact fluores- 
cent white SON, & HID light 
sources 


Innovative Industries of 
‘Tampa 

5126 Le Tourneau Circle 
Tampa, FL 33610 

Booth 325 

(813)621-7855 
(813)623-2229 Fax 

ETL/UL approvals, mechanical 
design, testequipment 


Interiors Magazine, BPI Com- 
munications 

1515 Broadway 

New York, NY 10036 

Booth 1206 

(212) 536-5138 

(212)536-5357 Fax 

‘The only commercial design pub- 
lication that features lighting edi- 
torial on a monthly basis 


International Association of 
Lighting Design 
18 East 16th Street, Suite 208 
New York, NY 10003 

Lobby Booth A 
(212)206-1281 

(212) 206-1327 Fax 

"The IALD represents the profes- 
sional interests of independent 
lighting designers, Membersof 
the IALD support the principles 
essful lighting design 
iesthetic sensitivity 
and aesthetic knowledge. 


IPI 

233 Cleveland Avenue 
Highland Park, NJ 08904. 
Booth 130 

(908) 745-5858 

(908) 745-97 10 Fax 

European designed, 
UL listed commercial and resi- 
dential collections from Leds, 
Sirrah and De Maso 


Isolite Corporation 

31 Waterloo Ave. 
Berwyn,PA 19301 
Booth 1001 
(215)647-8200 
296-8053-8052 Fax 


Joslyn Hi - Voltage Corp. 
4000 E. 116th Street 
Cleveland, OH 44105 


Booth 415 

(216) 271-6600 

(216)341-3615 Fax 

Thompson hangers, Servisafe sys- 
tems, TLS ms Aeronautical 
obstruction luminaire supports 


The K-Lite Division of ICI 
Acrylics Inc. 

10091 Manchester Road 

St. Louis, MO 63122 

Booth 524 

(314)966-3111 

(800) K-LITE-OK (554-8365) 
"The KSH series of light-control- 
ling lenses, louvers, and related 
products for commercial, i 
tional, industrial, and ta 


k lighting 


Kamro Custom/Decorative 
Lighting 

45 Comet Ave. 

Buffalo, NY 14216 

Booth 962 
(716)874-8792 
(716) 874-0085 Fax 
Commercial custom decorative. 
fixtures; residential/light com- 
mercial decorative light fixtures. 


Kesio Lighting: 

624 N. Pratt Avenue 
Schaumburg, IL 60193 

Booth 1231 

(708)351-5157 

20 Fax 

Solid state ballast for fluorescent 
& halogen lights; halogen track 
& recess lights 


Kim Lighting 

16555 E. Gale Ave. 

P.O. Box 1275 

City of Industry, CA 91749-1275 
Booth931 

(818) 968-5666, 

(818) 369-2695 Fax 

Outdoor lighting dedicated to 
performance through rugged con- 
struction, maintained perfor- 
mance, and design relevance 


King Technology, Inc. 
1637 N. Warson Rd. 
St. Louis, MO 63132 
Booth 1202 
(314)423-5300 
2822 

vaterproof wire connector 

(UL&CSA) 


King Technology, Inc. 

100 Daewoo Place 
Carlstadt, NJ 07072 

Booth 1033 

(800) GIV-LITE 

(201) 935-3325 Fax 

Rapid startelectronic ballasts 


Kosempel Manufacturing Co. 

3760“М” Street 

Philadelphia, РА 19124 

Booth 320 

(215) 533-7110 

(215) 744-5220 Fax 

Metal spinnings and hydroform- 

ing in parts from 1/2” diameter to 
96" diameter of any type of metal 


Kung Long Battery Co, 
P.O, Box 23933 


San Jose,CA 95153 

Booth 749 

(408) 629-6012 

(408) 281-3931 Fax 

Sealed, rechargeable batteries 


Kurt Versen Company 
P.O. Box 677 
Westwood, NJ 07675 
Booth 916 
(201)664-8200. 
(201)664-4801 Fax 


Institutional, architectural, HID, 
INCAND, compact fluorescent 
downlights 


KW/2 Lighting 

10635 King William Drive 
Dallas, TX 75220 

Booth 864 

(214)556-2376 

214) 860-4158 Fax 

rgy efficient reflectorized flu- 
orescent luminaries for commer 
cial, industrial application, cus- 
tom luminaire design available 


Landscape Publishing 
1560 Brookhollow Dr., #222 
Santa Ana, CA 92705 


ct & Specifier 
Newsisa national monthly trade 
publication aimed at landscape. 
architect ery issue has a land- 
scape lighting article featuring a 
specific project 


Ledalite Architectural Prod- 
ucts 9087A-198th Street 
Langley. B.C. Canada УЗА АРВ 
Booth 753 

(604) 888-6811 

(604) 888-2003 Fax 

Linear systems manufactured of 
aluminum extrusion to integrate 
with a variety of forms and func- 
tions, Ergoline™ family of prod- 
ucts for spaces containing VDTs 


Legion Lighting Co., Inc. 

221 Glenmore Ave. 
Brooklyn, NY 11207 

Booth 353 

(718)498-1770 

(718) 498-0128 Fax 
Manufacturers and designers of 
architecturally engineered fluo- 
rescentlighting equipment since 
1946 


Lehigh Electric Products Co. 
6265 Hamilton Blvd. 
Allentown, PA 18106 

Booth 551 

(215)395-3386 

(215) 395-7735 Fax 
Architectural and theatrical light- 
ing control systems. 


Leviton Manufacturing Co. 
50-25 Little Neck Parkway 
Little Neck, NY 11362 

Booth 1116 

(718)281-6666 

(718)631-6439 Fax 

Lighting controls, occupancy 
sensors, DEC residential power- 
line carrier controls, lampholders 


Light Sources, Inc. 

P.O. Box 3010 

70 Cascade Blvd. 

Milford. CT 06460 

Booth 1225 

(203) 877-7877 

(203) 877-7212 Fax 
Manufacturer of custom 
designed, low pressure, gas dis- 
charge lamps: e.g., germicidal 
lamps, tanning lamps, outdoor 
sign lamps, and special purpose 
fluorescent lamps with extensive 
selection of colors, glass types, 
diameters, lengths, shapes, and 
operating modes 


Lightalarms Electronics Corp. 
1170 Atlantic Ave, 

Baldwin, NY 11510 

Booth 316 

(516)379-1000 

(516) 379-1698 Fax 

Emergency lighting equipment 
andexit signs 


Lighting Dimensions Magazine 
135 Fifth Avenue 

New York, NY 10025 

Booth 635 

(212)677-5997 
(212)677-3857 Fax 


Lighting Resources, Inc. 
386 South Gordon St. 
Pomona, CA 91766 
Booth 446 
(714)622-0881 

(714) 623-1338 Fax 


Lighting Services Inc, 
Industrial Park RT 9W 

Stony Point, NY 10980 

Booth 935 

(914) 942-2800 

(914) 942-2177 Fax 
Specification grade track, accent, 
and display lighting systems 


Lightolier, Inc. 

100 Lighting Way 

Secaucus, NJ 07096 

Booth 758 

(201) 864-3000 

(201) 392-3784 Fax 

Lightolier manufactures com- 
mercial, residential & industrial 
lighting fixtures and controls for 
both indoor and outdoor applica- 
tion, using incandescent, fluores- 
cent and HID light sources. 


Lightway Industries 

25345 Ave. Stanford 

Valencia, CA 91355 

Booth 969 

(805) 257-0286 

(805) 257-0201 Fax 

Energy efficient lighting fixtures, 
fluorescent, HID, metal halide, for 
interior and exterior applications 


Linear Lighting Corp. 

31-30 Hunters Point Ave. 

Long Island City, NY 11101 
Booth 1015 

(718) 361-7552 

(718) 937-2747 Fax 

Extruded aluminum linear fluo- 


rescent systems; recessed wall 
wash systems 


Lite Makers, Inc. 

43-49 10th Street 

Long Island City, NY 11101 
Booth 543 


(718) 729-7700 

(718) 784-1219 Fax 
Manufacturer of decorative light- 
ing fixtures and wall sconces; 
restoration and replication of his- 
torical and commercial chande- 
liers and wall sconces 


LiteSource 

163 University Parkway 
Pomona, СА 91768 

Booth 358 

(714)598-3383 

(714)598-7815 Fax 

A creative person's dream come 
true in lighting 


Litecontrol Corporation 
100 Hawks Avenue 

P.O. Box 100 

Hanson, MA 02341 
Booth 500 


(617)294-0100 
(617) 293-2849 Fax 
Linear fluorescent architectural 


lighting systems for institutional 
and commercial use; high perfor- 
mance systems including perime- 
ter, pendant and recessed in many 
architectural shapes and colors. 
Litelab Corp. 

251 Elm Street 

Buffalo, NY 14203 

Booth 532 

(716) 856-4300 

(716) 856-0156 Fax 

LiteSet preset dimming systems, 
now with compact fluorescent 
lampdimming capability; Par- 
Bears and Delineators accent 
lighting fixtures 

LiteTouch Inc. 

3550 South 700 West 


Salt Lake City, UT 84119 
Booth 1016 

(801) 268-8668 

(801) 268-9200 Fax 
Programmable lighting control 
system-custom home, 
media/board room, restaurant 


Litetronics 

5317 West 123 Place 

Alsip, IL 60658 

Booth 636 

(708)371-4955 

(708) 371-0627 Fax 
Manufacturerof halogen PAR. 
lamps and 20,000 hour (super ser- 
vice) incandescents 


LMT 

Р.О. Box 269046, MB116 

San Diego, CA 92196 

Booth 831 

(619)271-7474 

(619) 693-3670 Fax 
Photometer, Goniophotometers, 
Colorimeters, Lighting Design 
Software 


Lorin Industries 

P.O. Box 766 

Muskegon, MI 49443 

Booth 438 

(616) 722-1631 

(616) 722-6186 Fax 

Anodized aluminum lighting 
sheet for parabolic louvers, HID 
and retrofit reflectors, available in 
controlled iridescent finishes 


Lowel-Light Mfg., Inc. 

140 58th Street 

Brooklyn, NY 11220-2516 
Booth 907 

(718)921-0600, 

(718) 921-0303 Fax 

hic lighting and acces- 
hitectural and dis- 


play applications. Quartz-halo- 
gen, 
LSI Industries 


10,000 Alliance Road 
Cincinnati, OH 45242 

Booth 1203-05-07 

(513) 793-3200 

(513) 793-0147 Fax 

Outdoor architectural/commer- 
ndustrial HID; landscape 
and interior designer lighting 
products. 


Lucifer Lighting Company 
414 Live Oak Street 

San Antonio, TX 78202 

Booth 506 

(512)227-7329 

(512) 227-4967 Fax 

Lucifer Lighting Company spe- 
cializes in high quality, low volt- 
age linear light strips, downlights, 
track and spots, ideally used where 
high intensity light fixtures are 
needed in a small configuration 


Lumax Industries, Inc. 
Chestnut Ave. & 4th Street 

P.O, Box 99] 

Altoona, PA 16603 

Booth 342 

(814)944-2437 
(814)944-6413 Fax 
Commercial and industrial fluo- 
rescent lighting. exit signs, HID 
wallpacks 


Lumenyte International Corp. 
350 Lear Avenue 

Costa Mesa, CA 92626 

Booth 1034 

(714)556-6655 

(714)556-9329 Fax 

Lumenyte Intemational Corpora- 
tion manufactures and markets 
large diameter, monofilament 
polymer fiber optic lighting sys- 
tems, offering 19 models of optics, 
quartz halogen and metal halide 
illuminators, and peripherals, 


Lumiere 

31360 Via Colinas #101 
Westlake Village, CA 91362 
Booth 853 

(818) 991-2211 
(818)991-7005 Fax 

Landscape and architectural 
lighting 


LIGHTFAIA 


INTERNATIONAL 


Lutron Electronics Co. 
7200Suter Rd. 

Coopersburg, PA. 18036 

Booth 315 

(215) 282-3800 

(215) 282-3044 Fax 
Architectural lighting controls for 
both commercial and residential 
applications 


Luxo Corporation 

36 Midland Avenue 

P.O, Box 951 

Port Chester, NY 10573 

Booth 336 

(914) 937-4433 

(914) 937-7016 Fax 

Ergonomic portable task lamps - 
halogen, compact fluorescent, 
table and furniture panel mounted 


Macro Electronics Corp. 

1611 Headway Circle, Bldgif 
Austin, TX 78754-5137 

Booth 443 

(512) 837-5100. 
(512)837- 1040 Fax 
Manufacturer of dimmer systems 
for HID, fluorescent, cold cath- 
ode, low voltage, and incandes- 
cent lighting; systems accommo- 
date manual, preset, andcomput- 
er based controls 


MagneTek 

1325 Heil Quaker Blvd. 
LaVergne, TN 37086 

Booth 114 

(615) 793-6966, Ext, 281 

(615) 793-6709 Fax 

Triad!" and Universal™ ballasts 
for fluorescent and high intensity 
discharge lamps 


Manning Lighting. 

1810 North Avenue 
Sheboygan, WI 53082 

Booth 938 

(414) 458-2184 

(414) 458-2491 Fax 
Decorative, church and custom 
lighting 


Marcus Exacta Transformers 
3465 Richelieu St 

Saint-Hubert, Quebec J3Y 7P9 
Booth 1042 

(514)445-3480 

(514)445-0005 Fax 

Low voltage lighting electronic 
& magnetic type transformers, 
PL & HPF ballasts 


Matsushita Electric Works, 
Ltd./Aromat 

629 Central Ave. 

New Providence, NJ 07974 
Booth 939/941/943 
(908)464-3550 

(908) 771-5656 Fax 
Fluorescent electronic ballasts: 
DI-COOL optical mirrors; fluo- 
rescent desk lamps; ambient light 
controller. 


Mercury Lighting Products 
Co.25 Brighton Ave. 
Passaic, NJ 07055 

Booth 930 

(201) 779-5400 

(201) 779-7664 Fax 


Commercial, industrial, residen- 
tial fluorescent & HID fixtures 


Metal Specialties Co. of Boston 
20 Industrial Parkway 

Wobum, MA 01801 

Booth 1115 

(617)932-3700 

(617)932-3704 Fax 
Handcrafted copper & brass 
lanterns & post lights, cast alu- 
minum posts, brackets, pier 
mounts & accessories 


Metalloxyd, Inc, 

207 Greenwich Avenue 
Stamford, CT 06902 

Booth 606 

(203) 324-7115 

(203) 348-1647 Fax 

Anodized aluminum sheets and 
coils for louvers and reflectors 


MicroLite Corporation 
5930 Hamilton Blvd. 

Suite 105 

Allentown, PA 18106-9654 
Booth 946 & 948 

(215) 366-9040. 

(215) 366-8980 Fax 

Low voltage lighting controls, 
controllable distribution panels, 
graphic controlled lighting man- 
agement systems 


Miroflector Company, Inc, 
40 Bayview Avenue 

Inwood, NY 11696 

Booth 1051 

(516)371-1111 

(516) 239-8462 Fax 
inufacturers of architectural 
and commercial luminaires 


Mitsubishi International Corp. 
520 Madison Avenue 
(MIC/TEX) 

New York, NY 10022 

Booth 1064 & 1165 
(212)605-2390 

(212) 605-1746 Fax 

“Himawari” (Sunflower) Fiber 
optic natural solar light system to 
create amenity space 


Modular International, Inc. 
105 26th Street 

Pittsburgh, PA 15222 

Booth 332 

(412)391-9100 

(412)391-8121 Fax 

Specialists in the manufacturing 
of low-voltage lighting: minia- 
ture recessed, single & multiple 
lamp. fixed & adjustable, andan 
internationally patented plug-in 
system utilizing a family of inter- 
changeable fixtures; each 
mechanically secured and electri- 
cally energized ina variety of. 
contact devices, free of conven- 
tional restrictive wiring 


Modulighter, Inc, 

246 East 58th Street 

New York, NY 10022 

Booth 510 

(212)371-0336 

(212) 371-0335 Fax 

Electronic converter, multi-disci- 
plinary for low-voltage lighting 
applications 
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LIBHTFAIR 


INTERNATIONAL 


Motorola Lighting Inc. 

887 Deerfield Parkway 

Buffalo Grove, IL 60089 

Booth 442 

(800) MLI-0089 

(708) 215-6444 Fax 

High performance electronic bal- 
lasts in 1,2,3, and4 lamp models 
for rapid start and slimline lvo- 
rescent lamp applications 


Multimicro Systems 

987 Flamecrest Drive. 

Stone Mountain, GA. 30083 
Booth 637 

(404) 296-8966 

(404) 296-0679 Fax 
Representative/Distributor pc 
software for crossover, quota- 
tions, order tracking, commission 
reconciliation, sales analysis, 
trade mailing. 


National Cathode Corporation 
252 West 29th Street 

New York City, NY 10001 
Booth 348 

(212)594-1960 

(212)563-1294 Fax 

Cold cathode lighting systems; 
commercial and residential usage 


National Lighting Company, 
Inc. 

522 Cortlandt Street 

Belleville, NJ 07109 

Booth 136 

(201) 751-1600 

(201)751-4931 Fax 

Largest New York City manufac- 
turerof architectural fluorescent 
luminaires - custom fixture man- 
ufacturer and restorer 


NSL National Specialty Lighting. 
3 Exchange Drive 
Arlington, TX 76011 

Booth 711 

(800)527-2923 

(817) 860-9055 Fax 

National Specialty Lighting isa 
manufacturer and distributor of 
specialty lighting products includ- 
ing UL listed light rope, low volt- 
age tube light, tape light, UL listed 
decorative X-mas lights, and intro- 
ducing UL listed 12 volthalogen 
recessed lighting fixtures. 


Neo-Ray Lighting Products 
537 Johnson Avenue 

Brooklyn, NY 11237 

Booth 402 

(718)456-7400 

(718)456-5492 Fax 
Commercial fluorescent, formed 
steel, extruded aluminum in vari- 
ous shapes, pendant, wall mount- 
ed, direct, indirect, perimeter 
wallwash, direct/indirect and hos- 
pital lighting equipment 


Neo Neon Industrial 

1703 E.4 1st Avenue 
Vancouver, B.C, Canada 
V5PIK7 

Booth 669 

(604) 874-4405 

(604) 321-0445 Fax 
Decorative lighting for both 
indoor & outdoor 


New York Section of the Illumi- 
nating Engineering Society 
c/oLighting Dynamics, 70 West 
36th St 

Suite 605 

New York, NY 10010 

Lobby Booth C 

(212)268-9222 
(212)268-9240 
The New York $ 
monthly programs: the LUMEN 
awards, the LighTimes newslet- 
ter; introductory and advanced 
lighting classes, and supports The 
Kelly Scholarship Fund, Th 
Nuckolls Fund for Lighting Edu- 
cation and The New York Hall of 
Science 


NL Corporation 
14901 Broadway 
Cleveland, OH 44137 
Booth 430 

2080 

2060 Fax 
We manufacture track, recessed, 
architectural incandescents 
channelite, church, fluorescents,; 
but ouradvantage is custom 


Noral Lighting Inc. 
P.O. Box 360532 
Cleveland, OH 44136 
Booth 1043 
(216)273-7155 


minum, polyester-coated outdoor 
lighting fixtures and posts - for 
both residential and commercial 
use - that are covered by a 20-yea 
warranty against corrosion and 
available in many traditional and 
contemporary "family" styles 


г 


North Star Lighting Inc. 

2150 W. 16th Street 

Broadview, IL 60153 

Booth 647 

(708) 681-4330 

(708) 681-4006 Fax 
Manufacturer of a full line of 
commercial industrial and archi- 
tectural HID/compact fluorescent 
lighting fixtures 


Novitas, Inc. 

1657 Euclid Street 

Santa Monica, CA 90404 
Booth 824 


(310)452-7890 

(310)452-6168 Fax 

Novitas controls save 40 to 50% 
of lighting expense by tuming 
lights off whenever aroom or 
area is unoccupied. Designed for 
control of all lighting in office 
buildings. schools, hospitals and 
warehouses, 


Optical Display Lighting, Inc. 
P.O. Box 74 

Ellenton, FL 34222 

Booth 447 

(800) 833-3756 

(813) 723-1441 Fax 

Patented fiber optic show case 
and store lighting systems utiliz- 
ing stabilized 15,000 hour HQI 
lamps 
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OSRAM Corporation 

110 Bracken Road 

Montgomery. NY 12549 

Booth 718 

(800) 846-7726 

(914)457-4142 Fax 

Energy efficient system solutions 
for commercial and industrial 
lighting applications 


Panasonic 

One Panasonic Way 

Secaucus, NJ 07094 

Booth 850 

(201) 348-5380 

(201) 392-6608 Fax 

Electronic light capsules, Tri-cok 
ort fluorescent lights, light cap- 
sules, quad lamps 


Paramount Industries 

304 М. Howard St., P.O. Box 259 
Croswell, MI 48422 

Booth 631 

(313)679-2551 

(313) 767-4034 Fax 

Quality industrial lighting fix- 
tures fordifficult applications 
such as Clean Rooms, Hazardous 
Locations, as well as Environ- 
ments needing stainless steel or 
aluminum fixtures 


Parke Industries 

2246 Lindsay Way 
Glendora, CA 91740 

Booth 832 

(714)599-1204 

(714) 599-1208 Fax 

Energy Efficient lighting systems 


Pass & Seymour/Legrand 
P.O, Box 4822 
Syracuse, NY 13 
Booth 640 
(315)468-6211 
(315) 468-6544 Fax 


Peschel Energy, Inc. 

Р.О. Box 771, Undermountain 
Road 

Salisbury, CT 06068 

Booth 1114 

(203) 438-0808 

(203) 435-8186 Fax 

Variable Transformer base light- 
ing powercontrol/reduction 
modules 


Philips Lighting Company 
200 Franklin Sq. Drive 
Somerset, NJ 08875 

Booth 700 

(908) 563-3000 

(908) 563-3747 

A complete line of lamps forall 
lighting applications 


Pinpoint Fiber Optics Ltd. 
128 Prince Street 

New York, NY 10012 

Booth 751 

(212)941-1027 
(212)941-1087 Fax 

A patented miniature fiber optic 
spotlighting system 


Plaskolite, Inc. 
P.O, Box 1497 
Columbus, OH 43216 


Booth 841 

(614)294-3281 

(614)297-7287 Fax 

Acrylic and styrene lighting 
sheets, pans, profiles and dif- 
fusers for fluorescent lighting fix- 
tures used in Commercial and 
Industrial applications. 


Pre Finish Metals 

2300 East Pratt Blvd. 

Elk Grove Village, IL. 60007 
Booth 934 

(708)439-2210 

(708) 640-8544 
SPECULAR+™, a highly reflec- 
tivesilver film laminate designed 
for use in fluorescent light fix- 
tures and reflector inserts 


ProLight 

S81 Ottawa Avenue 

Holland, MI 49423 

Booth 242 

(616) 396-2556 

(616) 396-0686 Fax 
Manufacturer of industrial, com- 
mercial, and residential compact 
fluorescent lighting units 


Prudential Lighting. 

1774 E. 21st Street 

Los Angeles, CA 90058 
Booth 802 

(213) 746-0360 

(213) 746-8838 Fax 
Architectural linear systems and 
fixtures; surface, recessed, sus- 
pended or wall mounted. 


PSI West 

255 So, Seventh Avenue 

City of Industry. CA 91746 
Booth 339 

(818) 968-9669 

(818) 330-1390 Fax 

Cloudline diffusers - commercial 
& residential lighting 


Quality Lighting MWC 
11530 Melrose Avenue 
Franklin Park, IL, 60131 

Booth 514 & 516 
(708)451-0040 
(708)451-6768 Fax 

Attractive, high performance out- 
door lighting products, featuring 
wall-mounted, ceiling mounted 
and decorative/post-top lumi- 
naires, as well asthe company's 
exclusive line of eurocast™ die 
cast aluminum fixtures 


RAB Electric Mfg. Company 
170 Ludlow Avenue 

Northvale, NJ 07647 

Booth 539 

(201) 784-8600 

(201) 784-0077 Fax 
Commercial and industrial light- 
ing & indoor/outdoor motion 
activated sensors for energy effi- 
ciency and safety 


Rambusch 

A0 West 13 Street 
New York, NY 10011 
Booth 216 
(212)675-0400, 
(212) 620-4687 Fax 


Rambusch. Old world disciplines 
and new technologies, function- 
ing side-by-side. Creating archi- 
tectural decorative art and 
advanced high-powered lighting 
and lighting systems for impor- 
tant public spaces. 


Reggiani USA, Inc. 

65 River Road, P.O. Box 4270 
New Windsor, NY 12553 
Booth 108 

(914) 565-8500. 

(914)562-3082 Fax. 
Unparalleled design with cool, 
quiet operation fortask and gen- 
eral illumination.. Reggiani USA 
"ORIGINE DI LUCE” 


Retail Store Image 

400 Apple 

Exton, РА 19341 

Booth 448 

(215) 524-8390 

(215) 524-7084 Fux 
Publication serving the retail 
design community 


RLR Industries, Inc. 
160 Adams Blvd. 
Farmingdale, NY 11735 


Booth 906 
(516) 752-8855 
(516) 39 Fax 


Designsof modem energy saving 
and vandal resistant lighting dif- 
fusers and components sold to 
lighting fixture manufacturers 


Robertson Transformer Co, 
13611 Thomton Road 

Blue Island, IL. 60406 

Booth 926 

(312) 785-7177 

2420 Fax 

ive supplier of ballasts 
and transformers forthe lighting 
industry 


Rohmand Haas Company 
Independence Mall West 
Philadelphia, PA. 19105 
Booth 630 

(215)592-3000 

(215) 592-3377 Fax 

Kamax resins, Plexiglas acrylic 
resins 


Scientific Lighting Products 
11800 Adie Road 

Maryland Heights, MO 63043 
Booth 314 

(314)997-2408 

(314) 997-2314 Fax 
Manufacturer of plastic and alu- 
minum parabolic louvers and baf- 
fles for fluorescent fixtures and 
ceiling applications 


Silverlight Corporation 

16 West 151 Shore Court 

Burr Ridge, IL. 60521 

Booth 1132 

(708)986-1651 

(708) 986-5155 Fax 

Sterling Silver Reflectors ™ are 
custom engineered specular sil- 
ver fluorescent reflectors which 
reduce lighting energy costs 
while maintaining optimum 
lighting levels 


SIMKAR Lighting 

601 E. Cayuga Street 
Philadelphia, РА 19120-4691 
Booth 735 

(215) 831-7700 
(215)831-7703 Fax 
Commercial, industrial, residen- 
tial, recessed or surface fluores- 
cents, parabolics, decoratives, 
vandal proof models. 


SPI Lighting, Inc. 

10400 N. Enterprise Drive 
Р.О. Box 635 

Mequon, WI 53092 

Booth 1008 

(414) 242-1420 
(414)242-6414 

High efficacy energy efficient 
indirect lighting systems forcom- 
mercial, industrial and institu- 
tional facilities 


Staff Lighting 

P.O. Box 1020 

Highland, NY 12528 

Booth 1233 

(914)691-6262 

(914) 691-6289 Fax 
Commercial and residential light- 
ing; energy saving lighting sys- 
tems, compact fluorescent, halo- 
gen, HID tubular lighting sys- 
tems, decorative, exterior 


Starfire Lighting 

317 Saint Pauls Avenue 

Jersey City, № 07306 

Booth 610 

(800) 443-8823 

(201) 656-0666 Fax 

Decorative, linear, fiber optic 
lighting solutions emcompassing 
all available lamp technologies 


Stonelight Corporation 

2701 Gulf Shore Blvd. N. 
Naples, FL 33940 

Booth 1115 

(813) 263-2208 

(813)261-6595 Fax 
Commercial and Residential 
Incandescent Landscape Lighting 


Sweet's Group. 

1221 Avenue of Americas 
New YorkCity, NY 10020 
Booth 1047 


Sweet" 
manufacturers construction prod- 
ucts information, and introducing 
at LIGHTFAIR Sweet's Light 
Source file 


Sylvania Lighting 

100 Endicott Street 
Danvers, MA 01923 
Booth 204 

(508) 777-1900 

(508) 750-2089 Fax 
Manufacturer of a full lin 
energy efficient incande 
fluorescent and HID lighting 


t, 


Systems Lighting Products 
P.O. Box 190 

Portland, TN 37148 

Booth 1137 


(800) 221-7913 
(615)325-7727 Fax 
Furniture-integrated task and 
ambientlighting fixtures, 
portable task lights, and related 
electrical components forthe 
office environment 


Targetti 

233Cleveland Avenue 
Highland Park, NJ 08904 
Booth 130 

(908)745-5858 

(908) 745-9710 Fax 

Precision low voltage, UL listed, 
miniature Track and Structura 
systems 


TECASRL 

Via Degli Emigranti 21 

25040 Cividate Camuno (BS) 
Italy 

Booth 558 

01139364/44777 

01139 364/44676 Fax 
Manufacturing and commercial- 
izing of electrical toroidal trans- 
formers 


Tech Lighting. 

2542 №. Elston 

Chicago, IL 60647 

Booth 619 

(312)486-6464 
(312)252-4264 Fax 

Tech Lighting - acontemporary 
lighting manufacturer and 
importer, specializing ina UL. 
listed low voltage barewire 
"KABLELITE" system. Deco- 
rative, track, wall sconces, floor 
and suspension also available, 


Tek-Tron Enterprises, Inc. 
3122W. Alpine Avenue 

Santa Ana, CA 92704 

Booth 555 

(714) 641-1988 

(714) 641-2005 Fax 
Manufacturer/supplier (OEM) of 
ient lighting 
inder cabinet light fix- 
tures, patented toroidal and con- 
ventional ballasts for PL lamps, 
dimming ballast, reflectors 


The Watt Stopper, Inc, 

296 Brokaw Road 

Santa Clara, СА 95050 

Booth 654 

(408) 988-5331 

(408) 988-5373 Fax. 

Automatic lighting control occu- 
pancy sensors 


THHC Lighting 

17870 Castleton Street, Suite 246 
City of Industry, CA 91748 
Booth 958 

(818)965-6088 

(818)810-4746 Fax 

Lamps of all types, halogen, fluo- 
rescent, black light, black light 
blue, miniature and low 

voltage ribbon and neon tube 
lights 


‘Thomas Industries 
C&IDivision 
6430E. Slauson Avenue 


Los Angeles, CA 90040 
Booth 1000 

(213) 726-1800, 

(800) 444-1886 Fax 

Recessed incandescent, fluores- 
cent, low voltage & HID fixtures 
as well as track lighting products 


Times Square Lighting 
Route 9W, Industrial Pk. 
Stony Point, NY 10980 

Booth 748 

(914) 947-3034 

(914) 947-3047 Fax 

Mfg. of line and low voltage 
lighting fixtures for display and 
theatrical lighting 


Toshiba America Consumer 
Products, Inc. 

1010Johnson Drive 

Buffalo Grove, IL. 60089-6900. 
Booth 743 

(708) 541-9400x273 

(708) 541-1927 Fax 

High frequer 
lasts, high effic 
gen lamps 


TPR Enterprises, Ltd. 

644 Fayette Avenue 
Mamaroneck, NY 10543 
Booth 909 

(914) 698-1141 

(914)698-9419 Fax 
Manufacturers of Fiber Optic 
illuminators, fiber optic bundles, 
glass & plastic fiber optic lens 
and fiber optic signs and displays 


Translite Systems 


Redwood City, CA 94063 
Booth 925 
(415) 366-3242 
(415) 368-8983 Fa 
UL listed low voltage bare con- 
ductor lighting systems 


Tri-Lite Plastics, Inc. 
Fallsington Industrial Pk Bldg. #2 
Fallsington, PA 19020 

Booth 968 

(215) 736-2553 

(215) 736-9346 Fax 
Manufacturer of extruded plastic 
lenses; custom and stock 


Trilux 

100 Hawks Avenue, P.O. Box 
100 

Hanson, MA 02341 

Booth 500 

(617) 294-0100 

(617) 293-2849 Fax 

Recessed fluorescent architec- 
tural downlight fixtures for com- 
mercial and institutional use, 
high-perform 
include а variety 
post-anodized reflectors utilizing 
PL and Quad lamp sources 


TrimbleHouse Corporation 
4658 S. Old Peachtree Road 
Norcross, СА 30071 

Booth 337 

(404)448-1972 

(404)447-9250 Fax 

Interiorand exterior architectural 


LIBHTFAIR 


INTERNATIONAL 


lighting forcommercial and 
industrial applications 


Trio Lighting 

10965 Decatur Road. 
Philadelphia, PA 19154 
Booth 858 


281-1192 
281-9516 Fax 
Recessed lighting and track. 


Tritek Lighting, Inc. 

20121 Ventura Blvd., Suite 353 
Woodland Hills, CA 91364 
Booth 450 

(818)346-1691 

2548 Fax 

id adaptor for compact 


Trojan, Inc. 

P.O. Box 850 

ML Sterling, KY 40353 

Booth 1120 

(606)498-0526 

(606) 498-0528 Fax 

Coated and uncoated fluorescent 


and incandescent lamps 


U.S. Switch Company 

4949 S.W. 75th Avenue 
Miami, FL. 33155 

Booth 759/761 
(305)661-2889 

(305) 661-2962 Fax 

A new generation of fashion li 
switches and receptacles made in 
U.S.A. 


United Trading Ltd./Teculite 
200 Park Avenue, Suite 303E 
New York, NY 10166 

Booth 545 

(212)972-0889 
(212)645-4366 Fax 

Solid electronic transformers, 
halogen bulbs, halogen & metal 
halide lighting supplies & parts, 
all ballasts 


USI Lighting/Prescolite 

1251 Doolittle Drive 

San Leandro, CA 94577 

Booth 963 

(510)562-3500 
(510)639-0644 Fax 

Electronic converter, multi-disci- 
plinary for low-voltage lighting 
applications 


Ushio America, Inc. 

20101 S. Vermont Avenue 
Torrance, CA 90502 

Booth 419 

(213)329- 1960 

(800) 776-3641 Fax 

Ushio has acomplete line of halo- 
gen lampsas well as specialized 
metal halide lamps forall general 
lighting applications 


Valmont Electric 
1430E. Fairchild 
Danville, IL 61832 


Booth 518 
(217)446-4600 
(800)922-3412 Fax 


Ballas ergy saving electro- 
magnetic, electronic, and HID 


Vantage Controls 

4415 South 500 West 

Salt Lake City, UT 84123 

Booth 836 

(801) 266-2165 

(801) 266-2562 Fax 

Lighting control & dimming sys- 
tems forthe custom residence 


Waldmann Lighting Company 
9 West Century Drive 

Wheeling, IL. 60090 

Booth 947 

(800) 634-0007 

(708) 520-1730 Fax 

Glare free task lighting forthe 
electronic office, including the. 
Barcelona and introducing the 
Geneva 


Westerfield Company 
770 Gateway Center Drive 
San Diego, СА 92102 
Booth 546 
(619)263-6672 
(619)263-0841 
Manufacturerof commer 
industrial and decorative com- 
pact fluorescent light. fixtures. 


Winona Lighting 

3760 West Fourth Street 
Winona, MN 55987 

Booth 908 

(507)454-5113 

(507)452-8528 Fax 
Manufacturer of decorative light- 
ing fixtures; custom and standard. 
pendants, chandeliers, and wall 
All lamp sources 
including reflectoraided HID, 


Xitron Technologies, Ine. 
10225 Barnes Canyon Road 
A102 

San Diego, CA 92121 
Booth 652 

(619) 458-9852 

(619) 458-9213 Fax 
Advanced DSP based 2500 series 
3/2/1 - channel power analyzer 
systems, True power, in-rush 
current, harmonik lysis, and 


ofthe measurements available at 
anaffordable price (made in the 
USA). 


Zumtobel Lighting, Inc. 

141 Lanza Avenue, Bldg. 16D 
Garfield, NJ 07026 

Booth 616 

(201) 340-8900 

(201) 340-9898 Fax 
Architectural direct-indirect, 
recessed and surface mounted 
lighting systems for VDT envi- 
ronment 
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REGISTRATION FORM 


JACOB K. JAVITS CONVENTION CENTER 


New York City 


= May 6-8, 1992 


Deadline for pre-registration is April 21. After this date, please bring this form 


on-site. 


PERSONAL INFORMATION 


[LAST NAME 


| FIRM/ORGANIZATION 


Return this form with payment to: 


| LIGHTFAIR | 


PO Box 4088 * Frederick, MD 21701 


Check all appropriate boxes. Note: Attendees who | 
register for any session, tutorial or CEU course re- 
ceive FREE admission to Keynote Address and Exhibit 
Hall. Attendees who register for Exhibit Hall only | 


| receive FREE admission to Keynote Address | 


| ZIP CODE m DAYTIME TELEPHONE [Fax А = ] 
نے‎ ыы Ье Se | ы | ШЕ 1 fi 
CATEGORIES (Check one in each category.) 

FIRM TYPE: 

A __ Architect G. Contractor L _ Engineer 

в __ Lighting Designer H __ Manufacturer/non-exhibitor M... Press 

C. Interior Designer | __ Representative N _ Government 

D __ Landscape Architect J .. Distributor O. Educator 

E Exhibitor K __ Student P — Other 

F 


— Facility Manager/Owner 


JOB TITLE/FUNCTION 

A __ Owner/Principal/Partner 

В X VP/Associate E __ Planner 

C __ Dept. Head/Branch Mgr F _ Administrative 


G__ Sales/Marketing 
Н __ Specifier/Purchasing Agent 


D. Project Mgr./Project Architect 


PURCHASING/SPECIFYING 

A. Influence C Specify 

B __ Recommend D__ Approve 

PACKAGES 

A . Full Conference Registration $250 
(Includes one CEU course or tutorial, all seminars & entrance to exhibits - excludes special events) 

B Exhibits Only $15 
(Includes entrance to exhibits & Keynote.) 

C Daily Pass - Save up to $20.00! 
(Includes entrance to all seminars, exhibits & Keynote. Daily passes do not include Wed. & Thurs. noon time seminars.) 
| | | Wednesday $75 
2 . . Thursday (Does not include CEU.) $100 
3 Friday (Does not include CEU or tutorial.) $75 

D __ Student Day Pass 
(Includes entrance to seminars, exhibits & Keynote.) 
1 — Wednesday (Does not include noon time seminar.) $30 
2 __ Thursday (Does not include CEU or noon time seminar.) $30 
3 Friday (Does not include CEU or tutorial.) $30 

SPECIAL EVENTS (Enter # of tickets requested. Special events are not included in any package.) 

A __ 5:30pm-? IALD Awards Dinner $95 

B |. 530pm-? IALD Awards Dinner - Corporate Group (10 tickets) $950 

C | 7:30pm-12:00 midnight — DIFFA/CW.A.C $175 

D __ 7:30 pm- 12:00 midnight DIFFA/C.W.A.C. - Corporate Group (10 tickets) $1750 


Total Due $ 


INDIVIDUAL SESSIONS 
WEDNESDAY, MAY 6 


А __ 8:00 am-9:00 am Marketing Strategies for Exhibitors Free 

B __ 9:00 am - 10:00 am Keynote Address - Free with other registration $30 

C __ 10:15am-11:45 am How to Make Downlights and Accent $30 
Lights Work for You 

D | | l0:15am- 11:45 am Do's and Don'ts of Smart Lighting $30 

E | 12:00 noon- 1:15 pm Lighting for the Aged in Residential & Commercial $50 
Settings (ASID/NY Chapter) 

F | 2:30 pm - 4:00 pm What do you Mean by "Or Equal"!!! $30 

С __ 2:30 pm- 4:00 pm From Beverly Hills to the Big Apple: Residential $30 
Lighting Techniques 

H | 2:30 pm-4:00 pm How to Get the Most from Your Marketing & Public Relations $30 

| __ 4:15 рт- 5:45 pm The European Community: Standardization in Lighting $30 

J __ 4:15 pm- 5:45 pm Museum Lighting Techniques in Commercial and $30 


Residential Settings 


THURSDAY, MAY 7 


к | | 830am-10:00 am New Product Showcase - Wednesday only $30 

L __ 8:30 ат - 10:00 am New Product Showcase - Wednesday & Thursday $50 dE 

M . . 10:00 am - 5:00 pm Illumination Specification for the $100 
Interior Designer (CEU course) - Not included in day package 

N . 10:15 am-11:45 am Everything You Wanted to Know About HID $30 аа. 
Systems for Outdoor Applications 

O 10:15 am - 11:45 am Energy Conservation in Europe and its Effect $30 
on Lighting Design 

P , | l0:15am-11:45 am Lighting Help Wanted: 5 Ways to Get It $30 

О X 12:00 noon - 2:00 pm Luxe Lighting With Energy-Efficient Sources $60 
(The Designers Lighting Forum of New York) 

R __ 2:30 pm- 4:00 pm Lighting Kitchens & Baths $30 

S — 2:30 pm - 4:00 pm Design Considerations in the Lighting of Outdoor $30 
Sports Facilities 

T | | 2:30 pm- 4:00 pm The Carrot, The Stick, and The Flag: Promoting $30 
Energy Conservation in Lighting 

U . . 4:15 pm-5:45 pm Merchandising Lighting: Unlocking the Secrets of Nike Town $30 

V  *4:5pm-5:45 pm Uses and Abuses of Utility Rebate Dollars $30 

FRIDAY, MAY 8 

Ww 8:30am - 10:00 am New Product Showcase $30 

X _ 10:00 am-5:00 pm Energy Saving Lighting (CEU Course} $100 

Y — 10:15 am-11:45 pm The Artistry of Decorative Lighting $30 

Z __ 10:15am-11:45 am Keeping Bright Lights from Turning Into Dim Realities $30 

АА __ 12:00 noon - 1:30 pm Using Drama in Architectural Lighting $30 

BB __ 12 noon- 5:00 pm How to Market Your Design Services to International $100 
Clients (tutorial) 

CC. 2:30 pm -4:00 pm How to Solve Lighting Problems in Audio-Visual Facilities $30 

DD__ 2:30 pm -4:00 pm Lighting the Lost City $30 

Total Due $ 
PAYMENT INFORMATION 


Please make your check payable to LIGHTFAIR INTERNATIONAL. Payment must be in U.S. dollars drawn on a U.S. bank. You may 
also charge your registration to VISA, MasterCard or American Express. Please do not mail cash. You may also register by phone 
or fax. Phone (Outside Maryland) 1-800-525-4547 or (Inside Maryland) 301-694-3287. Fax 301-662-9411 


Name as listed on card Total Amount Paid $ 
Check VISA MC AMEX 
Card number Exp = E: 
Office Use Оту: 


Signature [required for credit card charges] ‘AMT. OVER. — AML.UNDER _ 
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CATCH A THIEF 


Ultraviolet radiation — invisible, silent, ubiquitous. 
And persistent enough to steal the color and value 
from the priceless images of museum masterpieces 


and the hues of high fashion fabrics. 
Bausch & Lomb's Optivex? Ultraviolet 
Dichroic Filter blocks 99 percent of UV 
radiation, while transmitting high quality 
visible light with virtually no color distor- 
tion. Yourtextiles, water colors, historical 


THIN FILM TECHNOLO 


documents, and works of art can be displayed safely 
while reducing the harmful effects of photochemical 
degradation. This Optivex Filter is available in a variety 


of sizes, which includes the 2" diameter 
disk for use with the MR-16 halogen 
lamp and the 434" diameter disk for 
various PAR lamps. For more informa- 
tion, please call 1-716-338-6350. We 
help you take UV out of the picture. 


BAUSCH 
& LOMB 


G Y p IV LS ESN 


©1992 Bausch & Lomb Incorporated + Optivex is a registered trademark of Bausch & Lomb incorporated 


Circle No. 20 on product card. 


* Title Unknown, Edgar Degas, Guggenheim Museum, NY 


1. Reflective 
Silver Material 
Ѕресшаг+, a reflec- 
tive silver material, 
uses an energy mir- 
ror to allow the use 
of half the number of 
fluorescent lamps 
while still maintain- 
ing virtually the 
same lighting levels. 
Inconventional fix- 
tures, about 60 per- 
centof the light is 
reflected out of the 
fixture, With half the 
lamps, Specular+ 
typically maintains a 
lighting level of 
approximately 85 to 
90 percent. Pre Fin- 
ish Metals, Elk 
Grove Village, IL. 
Circle 50 


2. Compact Flu- 
orescent Indi- 
rect Fixture 
Circa has a 4-inch 


by 29-inch diame- 
ter beveled hous- 
ing that encircles a 
9-inch reveal. The 
indirect fixture has 
an efficiency of 
over 70 percent for 


four 39-watt com- 
pact fluorescent 
lamps. The lamp is 
rapid start, with 
color stability, 


uniformity and 
rendering that 
makes it an ener- 
gy-saving alterna- 
tive to an HID 
source. Circa is for 
9-foot, 6-inch or 
higher ceiling 
interiors, with a 
minimum suspen- 
sion of 18 inches. 
Litecontrol, Han- 
son, MA. 

Circle 51 


3. Faux 
Alabaster, 
Acrylic Pendant 
Tendril is offered 
for lamping with 
PL or incandes- 


cent lamps. White 
faux or beige faux 
alabaster on 
acrylic, and white 
acrylic models are 
offered. Finishes 
include antique, 
polished or satin 
brass, polished or 
satin chrome, pol- 
ished or stain nick- 
el, verde green, or 
custom painted. It 
is available in 
diameters of 24, 
20, 36, 48, 60, 72, 
84 and 96 inches. 
Louis Baldinger & 
Sons Inc., Astoria, 
NY. Circle 52 


NEW PRODUCTS 


LIGHTFAIR 
PREVIEW 


4. Perimeter 
Lighting 

The Ramp offers 
shadowless, high- 
lumen, cost effi- 
cient perimeter 
lighting. Overlap- 
ping one compact 
fluorescent 40 lamp 
over the socket of 
the next lamp 
allows the designer 
to provide 1920 
lumens per foot. 
Sockets are mount- 
ed on extruded alu- 
minum raceways, 
which are supplied 
in custom lengths 
or factory mitred 
for curving. Nor- 
bert Belfer Light- 
ing, Ocean, NJ. 
Circle 53 


5. New Twist On 
Pyramid Theme 
Trianta, distin- 
guished by pyra- 
mid-shaped etched 
opal acrylic, is 
available in 26 and 
39 inch widths, 
with polished 
brass or chrome 
finish. Standard 
lamping includes 
incandescent, fluo- 
rescent and metal 
halide (pendants 
only). Trianta is 
one of several 
models offered in 
the Pyramis line of 


pendant fixtures 
and wall sconces 
Winona Lighting, 
Winona, MN. 
Circle 54 


6. Emergency/ 
Wall Sconce Unit 
Practica Bella Exit 
is available as a 
standard unit with 
emergency capa- 


bility, or as a wall 
sconce. Either ver- 
sion is equipped 
with an electronic 
ballast that pro- 
vides high energy 
efficiency, The 
unit features a 
patented easy 
plug-in connec- 
tion system. The 
body is construct- 
ed of vandal-resis- 
tant polycarbonate 
plastic, and uses a 
22-watt Circline 
lamp. The Exit is 
available in light 
gray, burgundy 
and black. Cus- 
tomized silk- 
screened lenses 
can be ordered. 
Beghelli Inc., 
Jacksonville, FL. 
Circle 55 


MICHAEL GRAVES ANDREE PUTMAN 


MODENA CHANDELIER CONSTANTIN CHANDELIER 


KOHN PEDERSEN FOX COLLECTION RICHARD MEIER 
BERESFORD SCONCE DESIGNED BY WILLIAM PEDERSEN MAX WALL SCONCE 


PRODUCED AND DISTRIBUTED BY 


BALDINGER ARCHITECTURAL LIGHTING INC 


19-02 STEINWAY ST., ASTORIA, NY 11105 TEL: 718-204-5700 FAX: 718-721-4986 


SEE US AT LIGHTFAIR — BOOTH 507, JACOB JAVITS CONVENTION CENTER, MAY 6-8 


Circle No. 21 on product card. 


We Can Help Make Beautiful Lighting Eas 


ven When The Task Is Monumental. 


Douglas Salin. 


A beautiful lighting design can take months of 
meticulous planning. But with the right lamps, 
beautiful lighting itself can take just the flip 
of a switch. 

Ross De Alessi of Luminae Souter Lighting 
Design would agree. He used GE lamps to illu- 
minate San Francisco5 Palace of Fine Arts. And 


as you can see, the results 


are golden. 
By combining the inge- 
nuity of his design team 
with the technology of 
our SPX fluorescent, 
Quartzline® PAR, and 
Deluxe Lucalox® HID lamps, De Alessi was able 
to bathe each glorious architectural detail of the 
Palace in a rich, appealing light. Better yet, he 
kept within low power requirements while realiz- 
ing a high-power design. 
A design powerful enough, in fact, to win 
De Alessi the prestigious 1990 Edison Award. 
To learn how your lighting projects can have 
an equally monumental effect, call your GE 
Lighting specialist at 1-800-523-5520. 


GE Is Light. And The Light Matters. 


GE Lighting 


Circle No. 22 on product card. 


Every NIGHT Is SHOWTIME. 


with the Phoenix Projection Luminaire 


t used to be that all special effect Create Dynamic Graphics. 


1 indreds of available template p 


were created in Hollywood. But not 


an help you cre 


iny more. 

With the spectacular new Phoer 
Projection Luminaire, architect 
designers can illuminate specific exterior Site Flexibility. With a variety of lamp 


»ptions and the abi 


features — with no light trespass onto and mounti ity 


adjacent surfaces. It is a sealed, weather- to make zoom and shutter adjustments 
tight projector that offers a wave of new 
applications as unlimited as your 
ation. 

:hlight architectural details. 


imagi 
I 
Project a design or logo. 
Until now, your choice of exterior 


lighting fixtures has been extremely 
limited. The Projection Luminaire 
changes all of that, giving you an 
unprecedented design tool 

It uses custom designed templates 
and a shutter system to precisely 
control the light pattern. Color filters 


allow you to "color" a surface 


Use the Projection Luminaire te n-site, it offers a 
Highlight Architectural Shapes. need. For example, y t 
Sharp outlines on facias xuble eam es a 


recesses, murals, entry 


ways or other details will idjustmen 

make features glow Stands up to weather. Insects. 

without an apparent à Even vandals. All adjustments are 

source . located within the unit’s se housing, 
Signage or Logos. An inexpensive, preventing moisture, vapor, dust or 


highly effective way to project your insect problems 
message on virtually any exterior And all acces 


surface. Changing templates can adjustments are 


announce important events tamper-resistant 


perfect for retail needs hardware. The double 


Restricting Light Trespass. locks on the tilt 
Get precise control over the light adjustment can withstand 
pattern and eliminate glare or light 1 200-lb. force 


Create your own 
special effects! Call 

(414) 438-1200, 
Ext. 987 today for a 
FREE 
For 


in un-wanted areas 
Precision Outlining. Make 
sculptures, statues or even showroom 


merchandise 


rochure 


appear to glow 


by projecting 


a precise out Contact i 
line of the Market Development 
obiect Mar 


PHOENIX 


et e Milwaukee, WI 53218 e (414) 


nix Products Company e 6161 N. 64th 
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7. High-Pres- 
sure Sodium 
Lamps 

The Ceramalux 
Econ-o-watt high- 
pressure sodium 
(HPS) lamps use up 
to eight percent less 
energy than stan- 
dard HPS lamps 
with virtually the 
same lumen output 
The lamps replace 
250- and 400-watt 
HPS lamps, and 
provide a system 
energy savings of 
$48 and 
and 400-watt 
replacements, 
respectively. 
malux Econ-o-watt 
lamps also prevent 
up to 238 pounds of 
carbon dioxide and 


1.9 pounds of sulfur 


dioxide from being 
released into the 
atmosphere over 


the life of one 400- 
watt replacement. 
Philips Lighting, 
Somerset, NJ. 
Circle 56 


8. Wet/Dry 
Lights 

Hydrel introduces 
the 9100WD Series 
for wet/dry applica- 
tions as covered by 
U.L. 676. The unit 
is similar to a stan- 
dard 9100 incandes- 
cent unit with the 
exception of being 
hard-wired toa UL 
listed underwater 
junction box. This 
fixture is a sub- 
mersible unit which 
will function nor- 
mally without water 
cooling, for use in 
areas adjacent to or 
in the water. Hydrel, 
Sylmar, СА. 

Circle 57 


9. Compact Flu- 
orescent Lamps 
Thenew 2D compact 
fluorescent lamp fea- 
turesa modified 
square design that 
comes in 3.67-,5.50-, 


10, 16,21,28, and 38, 
Rare earth triphos- 
phors provide good 
colorthat blends well 
withincandescent 
sources. The color 
rendering index rat- 
ingis 82. The central 
base helps eliminate 
end shadowing, GE 
Lighting, Cleveland, 
OH. Circle 58 


10. Locking 
Device 

The locking device 
for use with Edison 
Price Anglux fix- 
tures permits an 
accent light to be 
relamped without 
disturbing the orig- 
inal focus. With 
one finger, the 
lamp—either an 
MR 160r AR 11— 
can be both rotated 
and tilted within the 
fixture and the 
lamp on. Once 


focussed on an 
object, the lamp 
setting is locked by 
two thumbscrews. 
Another one-finger 


motion pivots the 
lamp into view for 
relamping. The 
assembly was 
designed by Ful- 
gencio Begochea, 
EP's product design 
director. Edison 
Price, New York, 
NY. Circle 59 
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PYRAMID 


MICENE wall 


THE NEW GENERATION OF THE MURANO GLASSMAKING LEGEND 


Quality, Design and Elegance 


[908] 225-0250 
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11. Asymmetric 
Outdoor Fixtures 
The Elliptipar Out- 
door line consists 
of an initial 16 
models that meet 
outdoor area, flood 
or wall-wash light- 
ing needs. The 
extruded, rigid alu- 
minum asymmetric 
reflector casts light 
from one edge 
across surfaces ina 
single, controlled 
plane. The Outdoor 
fixtures are offered 
in surface-mount- 
ed, cantilever- 
mounted and semi- 
recessed models, 
spanning a range of 
tungsten halogen, 
metal halide, high- 
pressure sodium 
and fluorescent 
lamp sources. All 
are U.L. listed for 
wet locations and 
C.S.A. certified. 
Elliptipar Inc., 
West Haven, CT. 
Circle 60 


12. CAD Work- 
station Task Light 
The CAD-room 
option for the 
Vienna Luminaire 
is specifically 
engineered for the 


CAD workstation 
to keep overall 
ight levels low 
enough to main- 
tain VDT con- 

s, while pro- 
g adequate 
ight for reference 
documents. The 
unit has a built-in 
parabolic louver 
that focuses light 
on the work area, 
and prevents stray 
ight. It incorpo- 
rates two PL-type 
amps, and has a 
five-axis, articu- 
ated adjustable 
arm. Waldmann 
Lighting Compa- 
ny, Wheeling, IL. 
Circle 63 


13. Custom 
Architectural 
Products 
Cornelius special- 
izes in manufac- 
turing custom 
designed architec- 
tural products, 
including interior 
and exterior sign 
systems, etched 
products, light fix- 
tures, planters, 
door pulls and 
other buiding 
accessories. 
Shown is the 


Landmark Center 
in Tampa, FL. 
Cornelius made 
the plaza 
torchieres, lobby 
sconces, elevator 
lobby pendants, 


main lobby direc- 
tory and lavatory 
light fixtures. Cor- 
nelius Architec- 
tural Products, 
Inc., Pittsburgh, 
PA. Circle 64 


14. Vertical 
Lamp Luminaire 
The VL Series ver- 
tical lamp lumi- 
naire generates 


while the precise 
reflector design 
provides uniformi- 
ty. Reflector types 
offered are sym- 
metric square, or 
asymmetric. Both 
are available witha 


broad distributions, 


wide semi-cutoff 
beamspread for 
maximum pole 
spacing, or with 
narrow full IES cut- 
off beamspread for 
maximum control, 
Three housing sizes 
are offered for HID 
sources from 70 to 
1,000 watts. Kim 
Lighting, City of 
Industry, CA. 

Circle 65 


Listening 
Radio 
Station 


We're not that... 


If You Think 
K-Lite Is... 
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15. Low-Volt- 
age Recessed 
Halogen 

A new line of 
miniaturized low- 
voltage fixtures 
made with all die 
case construction 1s 
now available, 
Called the 
Exquisite Collec- 
tion, the units are 
available in stepped 
square, stepped 
round, and round 
surface adjustable 
shapes. Finishes 
are offered in 
white, black, 
chrome, black 
chrome or polished 
brass. Con-Tech 
Lighting, Deer- 
field, IL. Circle 66 


16. Wall- 
Mounted Dim- 
mer Unit 

The Scenario is a 
stand alone, wall- 
mounted dimmer 


or 800 watts per 
channel. Each Sce- 
nario has four 
independent load 
control switches, 
four scene switch- 
es, and a master off 
switch. Up to three 
remote nine-but- 
ton switch stations 
may be connected 
to each unit. Con- 
necting up to 16 
Scenarios in an 
integrated circuit 
provides control 
over any or all the 
lighting loads 
from any of the 
Scenarios. Lite- 
Touch, Inc., Salt 
Lake City, UT. 
Circle 67 


17. Acrylic 
Dome Pendant 
The Auspix 36-inch 
diameter pendant's 
opal acrylic dome is 
captured by a pol- 
ished aluminum 


unit capable of 
controlling up to 
four dimming or 
switching loads 
with a total capaci- 
ty of 1,920 watts 


spun housing with a 
black granite 
duramorphose 
inlay adorned with 
polished aluminum 
blocks at each 


quadrant of its 
diameter. The stem 
and canopy of pol- 
ished aluminum are 
also garnished with 
duramorphose 
Appleton Lamp- 
lighter, Appleton, 
WI. Circle 68 
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18. Interior/ 
Exterior Fixture 
Wet Scape, 
designed by Carlo 
Vietri, is suited for 
both indoor and 
outdoor use. The 
fixture is con- 


structed of die- 


Grain 
Cereal 


cast aluminum 


with a continuous 
gasket and tem- 
pered clear glass 
lens. The die-cast 
swivel is 
adjustable, with 
350 degree rota- 
tion and 112 
degree angulation. 


We're not that... 
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The unit is offered 
in white, black 
graphite and land- 
scape green, They 
accommodate MR 
16, 50-watt lamps 
indoors. Reggiani 
Light Gallery, 
New York, NY. 
Circle 69 


SWEET’S LIGHT SOURCE 


A New Link to Your Hottest Lighting Prospects 


In 1993, Sweet's will present Sweet's Light Source, the first single-source 
reference of lighting product information. Specifically targeted for buyers 
and specifiers of lighting products, Sweet's Light Source will only include 
lighting manufacturers. 


Sweet's Light Source guarantees your products are seen by professionals 
with proven purchasing power — right at the moment they are actively seeking 
lighting products. To insure this, Sweet's Light Source will be distributed to the 
21,000 Architectural, Engineering, Electrical Contracting, Interior Design, and 
Space Planning Offices, Lighting Design Consultants, Landscape Architects, 
Lighting Maintenance Firms, and Distributors who account for the majority of 
construction dollars spent in this market. 


Fully endorsed by the IALD and IESNA, Sweet's Light Source promises to 
be an invaluable tool for buyers and specifiers of lighting equipment, providing 
you with an excellent showcase for your lighting products. 


To include your product information in Sweet's Light Source, call 1-800-421-9330. 
To qualify to receive Sweet's Light Source, call 1-800-442-2258. 


Sweet’s Group 

McGraw-Hill, Inc. 

1221 Avenue of the Americas, 20th Floor 
New York, NY 10020 
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А new line of MR l6 — whatis being dis: 


20. Shel Light point along the 


System shelf. A thin, rib- 

The low-voltage bon-like conductor 

ShelfLightiscom- ^ allows for 12-volt 

prised of miniature power along the 

rotatable lamphold- ^ shelf perimeter. 

ers that use MR 11 These low-profile 

quartz halogen fixtures are the lat- display cabinets 

lamps and can be est way to enhance without wires, track 
19. Dichroic 1/3 of what astan- clamped onto any any glass shelf or or fuss. Lucifer 
Mirror Halogen dard reflector pro- Lighting Company, 


San Antonio, TX 
Circle 71 


vides, protecting 


and MR 11 halogen played from heat 

lamps incorporate a The lamps are 21. Compact 
dichroic mirror that offered in open and Double-Ended 
allows more heat in cover-glass models, Metal Halide 

the form of infrared and in 20-, 50- and Lamp 

lightto pass through 75-watt versions. The UHI compact 
it. The result is a Toshiba America double-ended 
whiter, brighter Consumer Products, metal halide lamp 
light. Heat radiation Inc., Buffalo Grove, offers CRI/color 
is reduced by 1/5 to IL. Circle 70 balance with equal 


blue, red and green 
output. The lamps 
are offered in 3000 
degrees Kelvin, 
3500 degrees 
Kelvin, and 4000 
degrees Kelvin, 
and in 70- and 150- 
watt versions. The 


lamp delivers 80 
lumens per watt 
and has a 6,000 
hour service life 
Ushio America, 
Inc., Torrance, 
СА. Circle 72 


% 
©. 
ro 


K-Lite IS Lenses 
And NOW Louvers 


ich makes K-Lite your resource as the world's leading designer and 


manufacturer of the KSH Series of light-controlling lenses, lighting 
products and now louvers. A legacy for 40 Years. 


As a Division of ICI Acrylics, K-Lite continues to “Make Light 
Work For You" in more ways than ever before. Send for new 
Louver brochure or FAX 800-K-LITE-OK. 


ICI Acrylics Inc. 10091 Manchester Road 


St. Louis, MO 63122 Telephone: 800-325-9577 


See us in Booth 524 at Light Fair Circle No. 23 on product service card 


A. Lighting Ref- 
erence Library 

Beginning in 1993, 
architects, consult- 


ing engineers, elec- 
trical contractors, 
lighting designers, 
and other lighting 
professionals will 
have access to 
Sweet's Light 
Source, the identifi- 
able reference 
library for lighting 


products. The refer- 
ence package will 
enable all specifiers 
to communicate 
effectively and 
shorten the selec- 
tion, specification 
and purchasing pro- 
cess of lighting 
products, Sweet's 
Group, McGraw- 
Hill Information 


Services, New York, 


NY. Circle 73 


23. Flexible 
Modular Light- 
ing System 
Optos, designed by 
Ettore Sottsass, is a 
modular system that 
consists of inter- 
changeable rings, 
reflectors an 
accessories, 


NEW PRODUCTS 


mond-shaped faceted 
reflector provides 
exceptional photo- 
metric performance; 
the specular louver 
reflector guarantees 
glarecontrol. The 
reflector surfaces are 
sealed with silicate 
glass fora scratch- 


Circle No. 28 on product service card 


ECHO Series 


The promise: more, 
from less. In a word: 
Echo. Offering an 
aesthetically pleasing 
alternative to remote 
ballast mounting. 
Providing adjustable 
light distribution and 
superior optical 
performance with an 
integral ballast 
compartment for ease 
of installation. More 
light, fewer fixtures, 
unique design: 

from SPI. 


SPI 


SPI Lighting Inc. 

10400 North Enterprise Drive 
Mequon, Wisconsin 53092 
414 242 1420 


proof surface. The 
accessory Jupiter is 
shown, aconical matt 
glass ring that can be 
fitted either side up. 
Zumtobel Lighting, 
Inc., Garfield, NJ. 
Circle 74 


24. Compact 
Fluorescent 
Lamp Fixtures 
Four new additions to 
the Eurocast line are 
Design OLD, Design 
VLI, Design OLS, 
and Design OLH. 
Each feature 
unique shape. die- 
cast aluminum con- 
struction, and high 
performance. All use 
PL and PLC compact 
fluorescent lamps. 
Designs OLD and 
VLI also accept HID 
lamps, такі 
well-suited for 
cations requiring full 
light output incold 


Realities in Retrofitting 


temperatures. Quali- 
ty Lighting, Franklin 
Park, IL. Circle 79 


25. Guide To 
Lighting 
Retrofits 

An 18-page guide- 
book entitled “Real- 
ities in Retrofitting” 
is offered free. It 
covers all phases of 
the retrofit process: 
assessment, product 
evaluation and com- 
parison, and product 
selection. Formulas 
and examples are 
included for simple 
power cost savings 
and simple payback 
of particular bal- 
last/lamp combina- 
tions. Advance 
Transformer Co., a 
Division of North 
American Philips 
Corporation, Rose- 
mont, IL. 

Circle 82 


A Guidebook to Energy-Efficient 
ighting О 


NEW PRODUCTS 


the diffuser creating watthalogenlamp, ^ 3/4inches. Artemide Inc., 
a stunning effect. and is 7 1/4 inches Artemide Sidecar, Farmingdale, NY. 
Тһе ипісиѕеѕ а 150- high, and extends 7 Division of Circle 87 


IN FLUORESCENT LAMP BALLASTS, 


EFFICACY+PERFORMANCE=(E)+ 


A SOLUTION THAT PAYS samples of “CBM Certified” ballasts 


BIE from production or stock, and tests 
DIVIDENDS them to make sure they continue to 


26. Barewire Parascope—pen- 

System dant lengthrods A Because these ee е 

Kable Lite isa UL that secure Satellite two symbols So use the equation above to solve 
approved barewire ^ fixture (both tell you every- your fluorescent lighting needs...get 
system comprised shown). Tech thing you need efficacy plus performance by insist- 
ofuninsulatedpar- ^ Lighting, Inc., to know about ing on ballasts marked Circle E plus 
allel cables ten- Chicago, IL. the ballast. “CBM Certified” ... when new fix- 
sioned between two Circle 85 3 Sash tures are installed or for replace- 
rigid surfaces and The Circle E indicates ment in compatible fixtures. 
powered by a trans- 27. Halogen that the ballast meets or 

former. Each sys- Wall Sconce exceeds the efficacy 


requirements of the Federal Dj х = FREE 


energy law, but doesn’t say ] BOOKLET 


anything about other critical 


tem accommodates Warrior is anew 
250 watts onacable entry in the Sidecar 


distance of 20 feet. Collection. It con- 

Fixtures offered to sists of chromed performance parameters. , 
complement the steel hardware with The “CBM Certified" mark shows | a 
system include Cra- a coated glass dif- that the ballast: ES 
dle—two parallel fuser and black provides specified lamp perform- lighting it will 
rods for turning backplate. When lit, ance, including full light output пагоне 
Satellite fixture par- the filament and rated lamp life from the “cer- ^ 
allel to cables, and sparkles through tified-for-use" types listed on the 


ballast label...performance that 
meets or exceeds the require- 
| ments of ANSI C82.1 and C78; 


| meets the standards of CERTIFIED BALLAST 


ANSI/UL 935; 
& operates at high power factor to MANUFACTURERS 


minimize line current. 


1422 Euclid Avenue 
And CBM Certification provides addi- Cleveland, Ohio 44115 
tional assurance for you through the CBM 
| CBM check-up. That's where inde- CERTIFIED 
pendent ETL Testing Laboratories Participation in CBM 
visits each participant's manufactur- is open to anyone 
ing facility monthly, selects random who wishes to qualify. 
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28. Safety 
Feature In 
Metal Halide 
The Metalarc Pro- 
Tech Lamp 
includes 50-, 70- 
and 100-watt mod- 
els that fit medium 
base sockets and 
can be used in open 
bottom fixtures. 
The lamps ha 


a 


color temprature of 


3200 degrees 
Kelvin and color 
rendering index of 


75. The medium- 
base, low-wattqge 
units come with a 
clear or coated bulb. 
The lamps can be 
burned in any posi- 
ton. The lamps 
reduce the possibili- 
ty ofthe shattering 
of the outer jacket in 
the unlikely event 
ofan arc tube rup- 
ture. GTE Sylvania 
Lighting Division, 
Danvers, MA. 
Circle 89 


29. Halegen 
Task Light 
Diffusers 
Cobalt blue and 
white diffusers are 
now available as a 
no-cost option with 
any table top or floor 
models in the halo- 
gen task lighting sys- 


NEW PRODUCTS 


tem. The translucent 
diffusers fit atop the 
35-watt halogen 
lamphead and emita 
combination of 
direct light through 
the clear plastic lens 
at its base, and dif- 
fused light through 
the diffuser, Luxo 


Lamp Corporation, 
Port Chester, NY. 
Circle 61 


30. Adjustable 
Fixture Heads 
The AR-2 model in 


the Archetto series of 


adjustable and inter- 
changeable fixture 
heads uses a 50-watt 
MR 16 lamp and can 
accommodate one of 
several available 
glass filters for spe- 


. Color or 
uv and infrared fil- 
ters, as well asa 
frosted diffuser and a 
fresnel lens are 
offered. The Archet- 
toseries was 
designed by Matteo 
Thun for use with the 
Expanded Line 
Newtork Lighting 
System. Flos Incor- 
porated, Huntington 
Station; NY. 

Circle 62 


cial eff 


EXIT SA- 
WITH BATTERY 


SE-EMERGENCY 
ONLY 


CUSTOMIZED LENS 


SO MANY CHOICES... 


SO MUCH TIME. 


WHEN IT COMES TO DOING THE JOB RIGHT, 


OF LIGHTING FUNCTIONS. 


A DISTINCTIVE LOOK. AND WITH OUR TIME-SAVING 


INSTALLATION FEATURE, YOU HAVE ALL THE TIME 


THAT YOU NEED TO MAKE THE RIGHT CHOICE. 


RELAX. TAKE YOUR TIME. AFTER ALL, DECISION MAKING IS IMPORTANT 


THAT IS WHY BEGHELLI HAS THE PRATICA BELLA SERIES. 
A UNIQUE LIGHTING LINE THAT OFFERS YOU SEVERAL CHOICES 
THREE VERSATILE FIXTURE COLORS. 


AND ONE OVER-ALL DESIGN TO HELP YOU MIX, MATCH, AND CREATE 


AT BEGHELLI, WHEN WE SAY YOU HAVE A CHOICE, WE MEAN IT. 


Beghelii 


Шаа 0 


IN THE DARKNESS, А LIGHT. 


FACTORY, BEGHELLI SRL 
VIA MOZZEGHINE, 15 - 40050 MONTEVEGLIO - BOLOGNA 
ITALY - TEL: (O51) 838411 
TLX: 512413 GPB | - FAX. (051) 838444 


U.S, MAIN OFFICE: BEGHELLI, INC. 
11221-2 ST. JOHNS INDUSTRIAL PARKWAY SOUTH 
JACKSONVILLE, FL 322 1 
TEL. (9041 646-4416 - FAX: (80. 


HT-WALL 
SCONCE 


46-1949 
PRATICA BELLA! 
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DOWNSPOT 8010 


jh Power Factor 

oidal Transformers 

iet operation Toroidal 

ign eliminates low voltage 


10 standard finishes including 


last h 

8 i " 24K Gold, satin chrome 
ol operation, long life, 

and chrome | 

ss B rated | | 
| voltage 120/277V UL Listed-IBEW made 
ible 3-5/8" recess depth 
ming compatible Through Wiring optionally available 


ner: Fabio Reggiani SUN LIGHT VERTICAL GROOVED DOWN LIGHT Ask for our Catalogue 
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31. Shallow 
Downlight 

The 1102 Tis an 
ultra-shallow, 
downlight that uses 
compact fluores- 
cent lamps equal to 
100 watts of incan- 
descent. The 3 7/8- 
inch deep construc- 
tion fits commer- 


Lytegem decora- 
tive attachements. 
Lightolier, Secau- 
cus, NJ. Circle 75 


32. Aluminum 
Look In Plastic 
The semi-specular 
silver finish on the 


cial and residential 
spaces too tight for 
other standard fix- 
tures. The unit 
accepts 12 reflec- 
tors: open styles, 
lights, a 
wall-washer, and 


sho 


several enclosed 
units. The unit can 
be combined with 


Higher perceived illumi- 
nation with lower per- 
ceived brightness. 
Ideal for office, class- 
rooms, conference 
spaces, or any areas 
utilizing VDT's and 
where visual comfort 
is paramount. Uniform 
ceiling luminance from 
wide spread indirect 
distribution. Luminaire 
and ceiling luminances 
and ratios meet IES 
RP-24. Perceived 
brightness, low glare 
from parabolic louver 
for controlled direct 
lighting. Fixture 
efficiency is greater 
than 82%. Variety of 
lamping options. One, 
two or three T8 or T10 
lamps, one or two T12 
lamps. 


NATU an] 


Tel: 718/456-7400 * 


Series 13 


LOW LUMINANCE 
DIRECT/INDIRECT 
ILLUMINATION 


NS 


537 Johnson Avenue 
Brooklyn, NY 11237 


Fax: 718/456-5492 
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plastic parabolic 
louvers creates a 
soft halo effect and 
virtually elimi- 
nates lamp imag- 
ing. The semi- 
specular silver fin- 
ish is a lighting 
panel alternative to 


aluminum or other 
finishes. It is 
durable and easily 
maintained. The 
efficiency of semi- 
specular falls with- 
in 4 percent of 
specular silver and 
the VCP is within 5 


percent. The semi- 
specular silver fin- 
ish is available on 


all A.L.P. plastic 
parabolic louvers. 
A.L.P. Lighting & 


Ceiling Products, 
Inc., Niles, IL. 
Circle 78 


The L2793 
Crosshair Track 
Lampholder allows 
the lampholder to 
be used as a spot- 
light or a floodlight 
without changing 
lamps. It has an 
integ 


al reflector to 


achieve the widest 
range of beam- 
spreads with mini- 
mum light distor- 
tion. A twist of the 
focusing knob 


adjusts the beam- 
spread of the lamp 
within a range from 
12 degrees to 26 
degrees. A soft 
focus lens smooths 
outany uneven illu- 
mination. Halo 
Division of Cooper 
Lighting, Elk 
Grove Village, IL. 
Circle 77 


34. Pathway 
Fixtures 

This pathway illu- 
minator is designed 
with an incandes- 
cent light source for 
normal operation at 
11 volts, The die- 
casttop allows illu- 
mination to be 
omitted from both 
the side as well as 
the bottom while 
minimizing glare. 
All units are coated 
to make them 
scratch and peel 
resistant, and resis- 
tant to salt water 
damage. Finishes 
offered are archi- 
tectural bronze, 
black, white and 
verde (green). 
Lumiere Design 
and Manufacturing, 
Inc., Westlake 
Village, CA. 
Circle 81 


With Specular+ you could light 
the building on the left for half the cost 
of the building onthe right. 


Nearly half of Americas 
commercial lighting energy is 
lost through aging and ineffi- 
cient fluorescent light fixtures. 

But now there’ a reflective 
material so efficient, you can use 
half the number of lamps and 
ballasts in a light fixture—and 
enjoy virtually the same illu- 
mination levels. 

Its called Specular+, and its 
a marriage of pure silver, the most 
reflective element known to man- 
and a manufacturing technology 
so advanced, its patented. 

The good news is, Specular+ 
is a simple matter to install, 
whether you convert the lights 
you have now, or replace them 
with new lights. 

And with the energy 
savings and lower maintenance 
costs Specular+ can give you, it 
can pay for itself in as little as 
six months! 

Specular+, from Pre Finish 
Metals. The number 1 selling 
silver lighting material in the 
world. For more information on 
how you can cut your lighting 
energy costs in half, and a list of 
the innovative lighting com- 
panies offering Specular+, call 
1-800-346-PLUS today. 


SPECULAR+ 


THE PREFERRED LIGHTING MATERIAL 


— — 1990, Pre Finish Metals, Inc. Subsidiary 
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stamped reflector. 


Aluminum Fixture The fixture can 
The F18 Series fix- focus in any verti- 


ture is designed to 
ake advantage of 
the energy-saving 
capabilities of the 
18-watt compact 
fluorescent lamp 
enhanced by a 


cal or horizontal 
direction, accept a 
range of acces- 
sories, and is com- 
patible with track, 
c-clamp, canopy 
unistrut, and 


NEW PRODUCTS 


weighted-base fit- 
tings. The fixture is 
offered in standard 
black, white or sil- 
ver aluminum fin- 
ishes. Lighting Ser- 
vices Inc., Stony 
Point, NY. 

Circle 83 


36. Computer 
Synchronized 
Fiber Optics 

The system has the 
ability to synchro- 
nize the color 
ganging of up to 20 
illuminators ata 
time, to stop the 
illuminators on any 
chosen color, and 
to vary the speed of 
color changes. The 


Ready...Aim... White! Spot Whites: focusable 
accent lights for the new white sodium 
lamps. 10,000 hour life. Stable color 
at one-third the energy of incan- 
descent. Continuous beam- 


spreads from 10° 
358° rotation, 40* 


all lockable through 


relamping. These 
new Standards 
join our Down 
Whites for the 
most complete 
white sodium 
line on the 
market. For 
information 
and the name 
of your local 
representative 
call 212-838-5212; 
fax 212-888-7981. 


to ЗО? 
tilt- 


ARCHITECTURAL LIGHTING AT ITS BEST 


Circle No. 34 on product service card 


system consists of 
a master controller 
and sensing and 
circuitry units 
located within the 
Powerhouse illu- 
minators. The con- 
troller is 4 inches 
by 4 inches by 2 
inches, and is 
designed for interi- 
or and exterior 


applications. 
Lumenyte Interna- 
tional Corporation, 
Costa Mesa, CA. 
Circle 84 


37. Emergency 
Ballasts 

The B30 and B35 
emergency ballasts 
provide nearly full 
light output with 4 
foot lamps, and 
most models oper- 
ate T8 lamps. 
Emergency ballasts 
for hazardous loca- 
tion fixtures 
include models B65 
and B213H. The 
B65 model operates 
most 20-215-watt 
fluorescent lamps, 
ortwo 2-4 foot 
lamps. Model 
B213H is designed 
to operate twin- and 
quad-tube compact 
fluorescent lamps, 
and both are UL 
Component Recog- 
nized for factory 
installation, Bodine 
Company, Col- 
lierville, TN. 

Circle 86 


Best CRI/Color Balance Combination 


No Color Shifts 


No Special Electronic Ballast Requirements 


ы Б A Ё | | Minimize Lamp Cycling Problems 


Innovation and Selection 


Not Just Another Household Name 


38. Central 
Control System 
LuMasterisacentral 
lighting control sys- 
tem forthe Lumea 
line of designer light- 
ing controls. LuMas- 
tercontrols enable a 
homeownerto moni- 
torand control up to 
20 Lumea dimmers 
and switches froma 
single location, They 
are offered in 14.col- 


and seven pastels to 
coordinate with other 
products in the 
Lumea line, Lutron 
Electronics Co., Inc., 
Coopersburg, PA. 
Circle 88 


ors—seven primaries 


NEW PRODUCTS 


Fiber Optic Solar 
Lighting 


(Sunflower) Fiber 


39. Task/Accent 
Undercabinet 
Fixtures 

The UC Series of 
accent lights 
for concealed 
mounting under 
shelves and cabi- 
netry are offered 
in an ultra-thin 1- 
inch model for Т5 
lamps, and a 1 3/4- 
inch model for 
T12 or T8 lamps. 
Post-painted fin- 
ish eliminates 
sharp bare metal 


Optic Natural Solar 


edges. The light Light distribution 
stabilized white system (not 
acrylic diffuser or shown), is suited 
task diffuser forhome, office, 
(shown) with clear store, hospital, 
prismatic lens museum, atrium 
direct more light use. It can create 
to the work sur- amenity spaces 
face. Slide-out, with the value- 
hinged wireway added solar light 
cover for conve- filtered by fiber 
nient mounting optics and can save 
and hands-free energy. Mitsubishi 
wiring, Lumax International Cor- 
Industries, Inc., poration, New 
Altoona, PA, York, NY. 

Circle 80 Circle 76. 


Kosempel Manufacturing Co. creates a variety of 
decorative and custom metal lighting fixtures and ac- 
cessories to suit each of our clients’ individual needs. 


Contact us about your specialized cylindrical, square or 
hexagonal needs, made with diameters from 6 inches to 
36 inches, using 24-gauge steel or heavier. 

Kosempel Manufacturing also offers: 

* Prototypes and production runs 
* Finishing services (polishing, grinding and painting) 
* Optional materials, such as aluminum and stainless steel 


CUSTOM LIGHTING FIXTURES & ACCESSORIES 
METAL ae gages AND METAL FABRICATION 
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| MFG. co. 

3760 ‘'M'' Street e Philadelphia, PA 19124 
(800) 733-7122 * (215)533-7110 • FAX (215) 744-5220 
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lifestyle. 


today... 


е s 


eee 2000 catches your eye and captures 
your imagination. With an intriguing mix of 
uncompromising quality and contemporary design, 
LiteTouch 2000 is destined to create lighting control 
trends that will demand your attention. 


Up until now, total flexibility in lighting control has 
only been a dream. LiteTouch 2000 makes that 
dream a reality by providing the freedom to create the 
environment you desire with control for every 


LiteTouch 2000 . . . the leader, where others only 
dream of following. Indulge yourself with the future 


LiteTouch 2000! /magine It! 


suüLitelouch 2000 


Phone 801-268-8668 Fax 801-268-9200 
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AN OPEN LETTER TO THE LIGHTING COMMUNITY 


Dear Friends, 
On behalf of Architectural Lighting Magazine I want to remind you that... 
* AIDS is a global epidemic. 


* AIDS does not discriminate. It is killing Americans 
of all color, all ages, and both sexes. 


* AIDS is taking its toll in 
all socio-economic classes. 


* AIDS is not going to "go away", and it's not 
"somebody else's problem." 


What can we do? Despite difficult economic times, we can muster our considerable strength to 
contribute, once again, to the fight against this killer disease. We can, and we must. 


How? There are numerous ways. One to which we are fully committed is the 1992 LIGHTFAIR 
Pediatric AIDS Benefit. This event is the May 06th opening night gala of the three day Exposition to 
be held at the Jacob Javits Convention Center in New York. Produced by the Children With AIDS 
Committee, Ltd., and the Design Industries Foundation for AIDS, the lighting design community 
and its allied trades seek to raise over sixty thousand ($60,000.00) dollars for a block grant to be made 
to a front-line pediatric AIDS organization. The grant will be used solely for the direct medical care 
of these young and helpless victims of the pandemic. As this is a national crisis, the recipient pediatric 
AIDS organization may come from any region of America. 


We are asking for your generous support. Please consider a "Benefactor" donation of $2000.00 and 
up, or a "Sponsor' donation of $1000.00, if at all possible. Benefactors will receive four (4) 
complimentary tickets to the event, while Sponsors receive two (2). A contribution in any amount is 
truly valuable, and fully tax deductible. Make your checks payable to "DIFFA", mark the memo line 
with "Lightfair Benefit", and send them to Children with AIDS Committee, Ltd., c/o Kruger 
Associates, 9 Murray St., #9N, New York, New York, 10007-2223. 


Your help is needed NOW to underwrite this important humanitarian grant. We at Architectural 
Lighting Magazine thank you. 


So, too, will the children. 
Sincerely, 
Carrie Enfield, Publishing Director 


Architectural Lighting Magazine 
Children With AIDS Honorary Committee 


BY GARY K. MARKOWITZ, MIES 


E ach year, the Spring season brings with it the hope for renewal 
and growth. For the lighting industry, it is manifested in the 
promised, exciting new array of innovative lighting product offer- 
ings introduced at the 1992 LightFair International, May 6-8, at the 
Jacob K. Javits Convention Center in New York City. 


MANDATORY ATTENDANCE 

This year, more than ever, illumination professionals should place 
emphasis on the hottest development segment within the lighting 
industry. Demand-Side-Management (DSM) has become the 
buzz-phrase and savior for new business development. Within 
most energy utility DSM programs, lighting energy conservation 
is essentially funded by local electrical utility companies in many 
regions of the United States. In return, the electrical utility regains 
a portion of their limited commodity for resale to the public. This 
arrangement has a positive impact upon the local economy, while 
making a significant contribution toward satisfying conservation 
goals of the National Energy Strategy developed by the U.S. 
Department of Energy, and the environmental improvement 
objectives of the Clean Air Act embraced by the U.S. Environmen- 
tal Protection Agency (USEPA). 

Reductions in electrical consumption result in fewer emis- 
sions spewed into the atmosphere by electrical utility generation 
station smokestacks, as well as a reduction in the need to con- 
struct additional generation stations. The success of the 
USEPA’s Green Lights Program stems from the positive publici- 
ty generated by the enthusiasm and participation of many major 
companies across the country. 

Is your attendance at LightFair mandatory this year? If you're 
looking to expand your horizons, and jump onto the bandwagon of 
energy conservation, then you won t want to miss it. Look for elec- 
trical utility DSM programs to be advertised; there will be many 
opportunities for contractors, designers, and engineers to learn 
how they might make up for lost business through participation in 
these worthy utility incentive programs. 


OVERVIEW 

Perhaps the most reliable information on what “cutting edge 
technology” works and what doesn’t will come from your peers 
and colleagues—those who have failed, and have survived to spec- 
ify another day. Through imparting the experiences of some of this 
author's errors, perhaps we can prevent the reinvention of the 
square wheel. 

None of the products mentioned here are of the one-of-a-kind 
variety; there are many legitimate product substitutes that may 
perform equally well as those referenced on the market. The crite- 
ria utilized to measure the worthiness of a product are quite simple: 


1. Is the product readily available? (If it is manufactured by a for- 
eign company, does it have sufficient representation in the U.S.?) 


2. Has the manufacturer been in business for at least one year? 
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3. Does the product have a legitimate warranty aside from the all- 
too-popular “don’t worry...we've never had a failure"? 

4, Will the energy savings derived from the use of the product be 
offset by an increase in the cost of maintenance? Is the electrical 
connected load rating legitimate (ANSI), or estimated (Mom and 
Pop Workbench Test)? What are the true maintenance costs asso- 
ciated with the new unit? 

5. Are spare parts available for the unit, and what is the lead time 
on delivery? 

6. Is the product aesthetically pleasing? 

7. Does the product carry a U.L. listing for the entire unit, or only 
for the separate components that make up the unit (it's not the 
same—see article by Gerry Zekowski entitled “Understanding 
UL” on pages 35-37 in January 1992 ARCHITECTURAL 
LIGHTING.) 

8. Product durability is a necessity. Can the product stand up to real 
world abuse? 

9. Does the product photometry really come from a reputable labo- 
ratory, or is it representative of the manufacturer's best-guess esti- 
mation? 

10. Is the quality of the delivered product consistent with the sample 
that was hand-carried to your office? Quality varies...be careful! 


These are only a few of the questions you should prepare for the 
vendors when you go looking for the best occupancy sensor, the 
most practical daylight harvesting devices, the most efficient fix- 
tures/components, and the most practical control systems. The 
best bet is to search for products which will work to resolve your 
energy budget-crunch without costing you dearly on the mainte- 
nance side of the equation. Products that meet these high standards 
are not difficult to find once you know what to look for. 


MINIATURE FLUORESCENTS/RETROFITS 

You've seen these retrofit lamp/ballast kits practically every- 
where: from the local hardware store to many of the professional 
publications you receive at your office. There are retrofit kits for 
exit signs, table lamps, wall sconces, high-hat downlights, accent 
lighting, and even floodlights. Some of these retrofits may be 
entirely disposable and others allow for lamp replacement. Lamps 
come in a variety of color temperatures so that even the fussiest of 
customers can be satisfied. Lamps are produced by a wide range of 
lamp manufacturers with the majority coming from Sylvania, 
General Electric, Osram, and Philips. Retrofit kits are made by far 
too many manufacturers to mention all of them. Of the manufac- 
turer products that I have had success with are: 


Lumitech: Downlight/high-hats--Quality construction, 
aesthetics, photometry, performance 

ProLight: Downlight/high-hats, exit sign conversions--Quality 
construction, aesthetics, photometry, performance, versatility 
Philips: SL-18, Utility closets--Performance, quality 

General Electric: FG-15, Biaxials—Aesthetics, quality, value 
Osram: Dulux--Performance, quality 


Announcing Envision” by Peerless: 
glare-free lighting, priced like ordinary lighting. 


You're looking at a perfect example 
of how this new system fits today's 
ighting needs 

At San Francisco's PBS-affiliate 
Channel 9, video monitors are 
everywhere and all the pressur 
TV broadcasting come with the 
Under the glare and hard shadows 
of conventional downlighting, 


5 of 


Peerless Lighting Corporation 

Box 2556, Berkeley CA 94702-0556 
(510) 845-2760 

Fax (510) 845-2776 

Circle No. 18 on product card. 


1992, PEERLESS 


eyestrain can be a serious problem 

Glare-free lighting is the obvious 
answer, but this was a critical 
budget situation. Until Envision by 
Peerless, true glare-free lighting 
was out of the question 

Envision gives a genuinely glare- 
free environment because it 
provides evenly-lit ceilings, just like 


the finest Peerless lensed indirect 
lighting with Softshine Optics 
Envision is built with the same 
materials and the same attention 
to quality. But it costs much less, 
mainly because it doesn't have 
the Softshine external lens. 
Envision won't deliver Softshine's 
higher perceived illumination, but 


DEMA 


HTING CORPORATION 


otherwise it performs at the same 
superior level 

Envision offers versions for oper 
offices (up to 24' in length) and 
also for small offices. It comes in 
the rounded shape that KOED 
chose and in 7%" x 3" rectangular. 

t a price that even a public 

television station can appreciate. 


Project: Offices, КОЕО-ТУ, San Francisco CA 
Lighting Design: Horton-Lees Lighting Design, 
n Francisco 
ег and Associates Architects, 


Electrical Engineers: S H Engineers, Inc. San Fra 
Lighting: Envision В” x 3” Rounded Lighting by 


Regardless of which product line you choose, here are criteria that 
may be considered: 


* A high power factor ballast 

* Relampable units (as opposed to throw-away) 

* UL listing, reputable manufacturer 

* Product versatility for application of standardized products to 
many situations (kitted lens attachments or ballast base with 
multiple applications). 


OCCUPANCY SENSORS 

Occupancy sensors were brought to the market to allow for the 
deactivation of lighting circuits whenever there was no one using 
the space where the unit is installed. The initial offerings of these 
devices in the late 1970s led to reprimands by many building man- 
agers--these devices were not quite perfected (the lights would go 
out while upper management was using the restrooms, or during an 
intense meeting). But the technology has improved. 

Current occupancy sensor equipment includes four groups of 

devices: infra-red, which “sees” a heated body and almost instanta- 
neously activates the lighting circuit; ultrasonic, which “senses” 
motion within its view and activates the lights; dual technology, 
which utilizes both of the ultrasonic and infrared methods to assure 
lighting system activation, and avoid failure and false readings); 
and ambient lighting photocell, which allows for the deactivation 
of lighting when sufficient ambient daylight is available. 
The cost varies with features and the aesthetic design of the units. 
The range is from $65 for wall-switch replacement units to as much 
as $350 for ceiling-mounted, wide-view units with their associated 
multi-fixture control power/slave packs. Some of the manufacturer 
products that have high success rates are: 

Watt-Stopper: Wall-plate mounting, ceiling-mounted dual 

technology, ambient daylight sensor/control--Cost, aesthetics, 

performance, versatility, variety of applicatons, qualifies for 

DSM incentives 

Honeywell: Wall-plate mounting, ambient daylight 

sensor/control--Qualifies for DSM incentives, cost, ease of 

installation, performance 

Novitas: Wall-plate mounting, ambient daylight sensor/con- 

trol--Qualifies for DSM incentives, east of installation 
These are only a few of the many occupancy sensing units that are 

worthy of mention. There will be plenty of these at the show, so 
look around. 


REFLECTOR INSERTS 

I've tried many types of reflector inserts with varying degrees 
of success. These are my findings: 
1, There are three types of materials utilized in the manufacture of 
fluorescent fixture reflectors: anodized aluminum, vacuum deposi- 
tion coated aluminum, and silver film applied to aluminum. 
2. Each manufacturer engineers its reflector differently. Some have 
five or six models from which to choose, while others engineer 
each reflector for individual fixtures and individual end-users. Гуе 
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found that the custom work attains more precise photometrics than 
the off-the-shelf vartiety. 

3. All of these varieties cost between $30 and $45 for the materials 
alone. The vacuum-deposition aluminum/sheet metal process is 
the most costly and durable of the three, and is equal in end-result 
to the silver-film products (mylar/polyethylene film-based). 

4. To install these into an existing four-lamp troffer fixture, the two 
in-board lamps of the fixture, and one ballast should be disconnect- 
ed. Some manufacturers recommend the repositioning of the lamps 
to a center position to further enhance the photometrics, The exist- 
ing lens should be washed (if it is not permanently discolored), and 
the outboard lamps should be replaced with fresh fluorescent 
tubes. In cases where the fixture was more than eight years old, the 
ballast should be replaced as well. 

5. Once the reflectors are installed and fastened mechanically in 
accordance with the UL acceptance procedure, the connected load 
reduction is often as much as 50 percent. Light loss is not propor- 
tional, and is generally limited to between 8-15 percent. Like all 
retrofit products, the application of this product type is not univer- 
sal. The insertion of this device into existing fixtures alters original 
fixture photometry. The engineer/designer should be cognizant of 
reflector photometric test data published by the manufacturer of 
the reflector, as published within certified test reports by either 
Lighting Sciences Inc. or Independent Testing Laboratories (on the 
new coefficient of utilization for the fixture), 

Only products with published photometrics should be used. The 
use of off-the-shelf products is an expensive gamble that just 
doesn't work to the engineers’ advantage. Your best bet is to fol- 
low these guidelines: 


A. Choose a manufacturer that is stable enough to have a high 
probability of staying stay in business beyond their warranty 
period. 

B. Select reflectors that have been tested by an independent testing 
lab where the photometrics of the fixture were published before 
and after their testing so that the effectiveness of the reflector can 
be readily determined (so you know if you'll need to produce a 
change in the fixture layout or you can leave them status quo). If 
software is used to develop the custom design of the reflectors, 
make sure that the algorithms utilized are in compliance with 
IESNA standards, and “good engineering practices.” Assumptions 
can cause very costly mistakes! 

C. Ascertain the quality of the materials used in the manufacturing 
process. Are the materials proven to last through the warranty peri- 
od? Will they survive the first cleaning/relamping unscathed? Can 
the material survive the elements within the environment? 


The economics of these devices vary with the number of annual 
operating hours. However, experience shows that the payback 
should fall within 1-2 years. With the utility rebates, however, 
these devices will have a maximum payback somewhere between 
immediate and within the first six months for most applications. If 
you should choose to proceed with this technology, be sure that the 


inlite 


Makes the Difference 


Show Rooms: Dallas, Texas = High Point, North Carolina = San Francisco, California 


апе 
CORPORATION 


939 Grayson Street, Berkeley, California 94710 
Telephone: 1-800-346-5932 


Circle No. 32 on product card. 


materials you utilize are UL approved, and not just UL listed. 
There’s a subtle different, particularly in this type of product with 
regard to the film-covered reflectors. The reflectors I have utilized 
have the vacuum-deposition process. In an enclosed fixture where 
the custodians do not clean the fixture,. I have had success with the 
3M Silverlux product (time-tested to be free from flaws and con- 
sistent performance). 


BALLASTS: GENERAL GUIDELINES 

When fixtures are specified for a project, it is a prerequisite that 
the designer indicate the quality and model number of each indi- 
vidual component. This is particularly true of ballasts. The proper 
ballast selection determines: the power consumption of the fixture, 
the amount of light emitted from the lamps, the power and/or bal- 
last factor of the overall fixture, and the total harmonic distortion 
(emanating from the ballast) on the electrical distribution system. 

The possible supplement funding from utility rebate programs 
and the adaptability of the ballast/lamp combination to future ener- 
gy conservation/management controls are determined at the speci- 
fication phase of the project, In retrofit, similar rules apply, making 
correct ballast specification important when considering lighting 
system efficiency, The manner in which you specify affects wiring 
(tandem or zone) and the application of control systems, and even 
the limitation of the number of ballasts required within the system. 
In cases where three- and four-lamp fixtures are used, this is partic- 
ularly true. 

Electronic ballasts offer further reductions in connected load, 
but until lately, this has been a truly buyer beware technology: 
many of these ballasts either caused high distortion (harmonics) on 
the electrical distribution system, or had a failure rate beyond toler- 
ation, This technology has come a long way from its infancy only a 
few short years ago. Research the product carefully (as mistakes 
can become fatal errors), and check with your local utility compa- 
ny to see if the ballasts qualify for rebates. Some of the better prod- 
ucts are made by Universal/MagneTek, Advance and EBT. 


ENERGY MANAGEMENT SYSTEMS 

Some of the benefits of these systems are: prescheduled occu- 
pancy control, operation of lighting intensity controls, and reduc- 
tions in unauthorized tampering of lighting breaker panels. Tele- 
phone interface control to allow only zone lighting activation dur- 
ing normally unoccupied hours is perhaps the best level of control 
as activation is achieved by correct code entry. The better systems 
(General Electric, Robert Shaw) are made by the companies that 
have invented the tehcnology, and have been in the business sever- 
al years. Typical paybacks range between six months and two 
years. You should also check with your utility company's DSM 
representative for possible application for incentives. 


WHAT'S ON THE HORIZON 
Here are some examples of what should be expected in the near 
future: 
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An intelligent lighting fixture which incorporates high efficiency 
electronics with built-in daylighting compensation to the ambi- 
ent natural lighting within the space. The fixture would include 
an occupancy sensor with control wiring harness to allow inter- 
connection to an energy management system for various levels 
of switching or preset dimming controlled by time of day. 

An occupancy sensor which ties to an energy management system 
allowing for intelligent feedback to the central processing unit 
for constant updates of occupancy trends and feedback in the 
form of occupancy profile reporting for the conscientious 
building manager to track energy savings achieved (an exten- 
sion of the distributed intelligence concept). 

A light fixture designed to incorporate the reflector technology 
with parabolic louvers and T8 lamping, as part of the original 
design criteria. The after-market technology is fine, but the old 
adage of “doing it right the first time" certainly applies here. 

The newest version of miniature fluorescent lamps from СТЕ Syl- 
vania and Bodine ballasting shows promise for the accent and 
exit lighting markets, This technology should be brought to the 
forefront on a fast-track introduction to the entire market. 


There are far more good, solid reasons to attend LightFair Inter- 
national than space allows. More innovation than ever before will 
be brought to this year’s show, so don’t miss out on some of the 
best opportunities you'll have to reduce lighting energy costs in 
your or your clients’ facilities. 


MARKOWITZ JOINS ADVISORY BOARD 
ARCHITECTURAL LIGHTING is pleased to welcome Gary 
Markowitz as the most recent addition to the Editorial Advisory 
Board. After working for various energy consulting firms within 
the Boston area for six years, Mr, Markowitz joined the Raytheon 
Company, Missile Systems Division (Bedford) plant engineering 
staff in 1984. Through inventiveness and experimentation within 
the 1.8 million square feet of multi-use facilities, Mr. Markowitz 
and the plant engineering staff have shared in several energy inno- 
vation and lighting design awards from peers (Illuminating Engi- 
neering Society of North America, GE Edison Awards Program), 
and government agencies (U.S. Department of the Navy, U.S. 
Department of Energy, and Massachusetts Executive Office of 
Energy Resources). Mr. Markowitz has taught several Lighting 
Energy Management seminars for governmental engineering con- 
cerns including the Department of the Navy, 
and continues to pioneer new methods of light- 
ing technology transfer through electrical 
utility Demand Side Management Programs. 
In addition to his teaching, he has authored 
many articles on the topic of energy conserva- 
tion and lighting, and is ARCHITECTURAL 
LIGHTING’ s regular "Energy Watch" 
columnist. 
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EDUCATIONAL & TECHNICAL DEVELOPMENT support. Contact Bary! Roberts, 
IES 


The Director of Educational & Technical 
Development, reporting to the Executive Vice 
President, is responsible for the functioning of 
the Education and Technical Department and 
for the educational programs and technical 
material produced by the Society. The 
technical material includes butis not limited to: 
American National Standards, Recommended 
Practices, Measurement Testing and Calcula- 
tion Guides, educational course material, the 
IES Lighting Handbook and LIGHTBASE. The 
Director is responsible for the accuracy of 
technical content and for conformance to the 
approval processing procedures, from project 
initiation through Board of Directors and ANSI 
(when applicable) approval. The Director 
represents the Society on technical matters, 
works in conjunction with the Vice President— 
Design and Application and Vice President— 
Technical and Research, 


illuminating Engineering Society of North America 


The Director is responsible for planning, coor- 
dinating and administering the Society's 
educational programs. The Director's duties in- 
clude oversight of the Society's certificate pro- 
gram and liaison with academic institutions. 
The Director is a resource to committees 
charged with seminar programs and to sec- 
tions of the Society in the planning and im- 
plementation of their educational programs. 
He or she plays an active role in the develop- 
ment of educational publications, works in con- 
junction with the Vice President—Educational 
Activities, and works closely with the Educa- 
tional Planning Committee. 


Please send your resume, current references 
and salary history to William Hanley, Executive 
Vice President, IESNA, 345 East 47th Street, 
New York, NY 10017. 


ARCHITECTURAL 
LIGHTING 
CLASSIFIEDS 


шанада $60 

У) See eT Ee $55 

Kp QM TENIS $50 

d бенен бы: $45 
Call 


800/688-7318 


Fax 


214/419-7900 


Architectural Lighting, 
P.O. Box 801470, Dallas, TX 75380 
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FAX SHEET 


FOR 


ADVERTISER INFORMATION 


IF YOU NEED ADVERTISER INFORMATION IN A HURRY, FILL OUT AND PHOTOCOPY THIS FORM, AND FAX IT 
USE THE ADVERTISER’S NUMBER LISTED IN THE INDEX BELOW. 


Advertiser Company Name: 


Date: 


Please send me information on 


Attention: 


issue of ARCHITECTURAL LIGHTING. 


that you advertised in the 


Also: ( | Have your sales rep call те. ( ) Send the name and address of your rep in my area. 
Comments: 
Name: Title: 
Company: 
Address: Phone 

Fax 

Advertiser Fax No. Contact Name Advertiser Fax No. Contact Name 
Appleton Lamplighter 414-739-1656 Richard Fercy Leucos Lighting 908-225-0250 Josie Anthony 
Baldinger 718-721-4986 Linda Senter Lightworks 215-227-7332 Peter Altman 
Bausch & Lomb Thin Film 716-338-6687 S. Woodward Litecontrol Corp. 617-293-2849 Dallas Dearmin 
G.P.B. Beghelli s.r.i. 904-646-1949 Carrie Morris LiteTouch 801-268-9200 Phil Webb 
Norbert Belfer Lighting 201-493-2941 Elaine Belfer Lucifer Lighting Co. 512-227-4967 - 
CSL Lighting Mfg. Inc. 805-257-1554 Richard Stellar R.A. Manning 414-458-2491 Тот Manning 
Certified Ballast Mfg. 216-241-0713 Clark Davies McGraw-Hill, Sweets Grp. 212-512-4302 G. Passariello 
Children w/AIDS Comm. 212-571-0618 Mark Kruger Neo-Ray lighting 718-456-5492 Victor Mausser 
Colortran Envrnmtal Ltg. — 818-954-8520 Becky Johnson Peerless Lighting Corp. 415-845-2776 Guy Esberg 
Con-Tech 708-945-0096 Al Grossman Philips Lighting 201-563-3229 С. Domalewski 
Edison Price 212-888-7981 Emma Price Pre Finish Metals Inc. 708-364-1008 
Elliptipar Inc. 203-932-4889 ^ Marvin Kaplan Quality Lighting 708-299-8772 Perry Romano 
GE Lighting 216-881-1208 Greg Widman Reggiani USA 914-562-3282 - 
СТЕ Sylvania 508-750-2319 Рат Tanguay SPI Lighting Inc. 414-242-6414 Cindy Frederick 
Hydrel 818-362-6548 Hal Madsen Toshiba America, Inc. 708-541-1927 Boyd Corbett 
ICI Arcylics/KSH 314-966-3117 Ѕіемеп Eck Ushio 310-329-3641 Tom Ciurczak 
Inlite Corp. 415-849-3230 H.L. (Tex) Bell Visa Lighting 4143547436 . C.Tobin-Voves 
Kichler Lighting 216-431-4765 Bob Vandivier Waldmann Lighting 708-520-1730 Teresa Goodbody 
Kim Lighting 818-330-3861 Henry Glover Winona Studio of Ltg. 507-452-8528 Ted Biesanz 
Kosempel Mfg. Co. 215-744-5220 Paul Kosempel Zumtobel Lighting Inc. 201-340-9898 Maria Wachter 
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